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The man in the white coat is a sound specialist. And he has just 
been captured by Sony. He's puzzling how such quality sound 
can come from such a compact, low-priced system. It's Sony's 
newest combination — the feature-packed Sony integrated am- 
plifier model TA-1066. It has direct coupled differential power 
amplifier, a balanced positive and negative power supplied 
equalizer amplifier, and true complimentary circuits. Styling is 
the latest, with push button controls. Inputs and outputs for 
2 tape decks permit dubbing between the deck and simultane- 
ous recording. Slide volume balance has centre click adjust- 
ment. Frequency response is 10 Hz-40kHz and it cruises at 


SONY. 


Distributed * JACOBY E7 


15W RMS per channel. 

It teams with the new Sony TC-129 cassette tape deck with 
long-lasting Ferrite & Ferrite heads and capacity to play C,0, 
tapes as well as standard. Auto stop, naturally. And a handy 
hinged dust cover lid. Frequency response with ordinary tapes 
40Hz-12kHz and with C20, 40Hz-14kHz. 

Speakers are 2 Sony SS-7100’s — the latest Ultra Linear System 
from Sony for great sound right across the spectrum. Combines 
8” woofer with 1” dome type tweeter. 

Together they make beautiful music that will charm you — just 
as it did the man in the white coat. 


SYDNEY: 26 2651, MELBOURNE 329 6866, 
ADELAIDE: 93 2338/9, BRISBANE: 44 4488, 
PERTH: 81 3422, LAUNCESTON: 2 5322, 
CANBERRA: 95 2100. Agents: NEWCASTLE: 
61 4991, FAIRY MEADOW: 84 8022. 


KEMPTHORNE 
SERVICES 


JK5978 


ELECTRONICS 


Australia 


Australia’s largest-selling electronics & hi-fi magazine 


THIS NEW HOMODYNE tuner has been 
designed in our own laboratory, around 
locally available parts. It performs well, yet 
costs little. See the article on page 62. 


HI-Fl EXHIBITION 


SYDNEY HIFl SHOW: The High Fidelity 
Industry Association has announced the 
appointment of IPC Exhibitions Pty Ltd to 
organise a display of quality sound 
equipment in the Centrepoint Complex, in 
the heart of Sydney’s business area. 
Scheduled for August, the display will seek 
to introduce high quality sound equipment 
to the public at large. It will be promoted 
through magazines, newspapers, radio and 
television. Arrangements are in the hands of 
Mr Tony Farrington, who can be contacted 
at IPC Exhibitions Pty Ltd, 3-13 Queen St, 
Sydney, Ph 69-5651. (IPC Exhibitions has 
an inter-company association with 
“Electronics Australia’). 


On the cover 


The electro-acoustic control console for the 
main concert hall at the Sydney Opera 
House, one of the eight consoles in the very 
comprehensive electro-acoustic system 
supplied by Amalgamated Wireless (A’‘sia) 
Ltd. The system won the Prince Philip Prize 
for Australian Design Certificate of Merit. 
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The goal of every audio enthusiast... 


(that elusive sense of actually being there) 


True concert hall reproduction is 
unobtainable through the conventional speaker 
system for one very basic reason. The conven- 
tional system projects nearly all of its sound 
directly at the listener. Yet, in the concert hall 
the majority of sound, nearly 90% is reflected or 
indirect. So, even if your system will reproduce 
a sound exactly as played in the concert hall, 
your ear will not receive it in the same manner. 

Unless of course, you have the Philips 
Quadreflect Loudspeaker System. The quad- 
reflect is designed around this very principle of 
reflected sound. Comprised of three rear ‘‘Sound 


EN 
YK 


Planes” which project sound left, right and 
upwards, reflecting off adjacent walls and then 
combining with the right proportion of direct 
sound from a fourth “frontal” plane, the system 
completely envelopes the room with sound, 
giving a degree of realism unmatched by 
conventional systems. 

The ultimate in concert hall reproduc- 
tion, this system comprises no less than three 1” 
dome tweeters, four 7” woofers (per box), is 
capable of 80 watts rms per channel and can, 
under ideal conditions, give a flat response from 
as low as 32 Hz to over 20 kHz. 


Philips Quadreflect 
Loudspeaker System. 


You can hear the Quadreflect System 
demonstrated at Magnetic Sound, 387 
George Street, Sydney, 


J. Magrath, 208 Little Lonsdale Street, Melbourne, 
Challenge Hi-Fi Stereo, 96 Pirie Street, Adelaide, 
Genacs Pty. Ltd., 46 Milligan Street, Perth, 
TEL-AIR Electronics, 187 George Street, Brisbane. 
Or write for detailed brochure to ELCOMA, 

P.O. Box 50, Lane Cove, N.S.W. 2066. 


ELCOMA 


ELECTRONIC COMPONENTS AND MATERIALS 


(The Quadreflect System is also available in kit form) 


Rear view of Quadreflect : ae 
with grille cloth assembly removed. 


PHILIPS 
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VIEWPOINT 


New year resolution... . 


Executives throughout the electronics industry will surely have welcomed the holiday 
break, which has given them a respite before having to face up to the problems of the new 


year. And problems there will surely be. 


The Tariff Board made its contribution early by recommending a substantial reduction 
in the protection offered to the local manufacture of small components. Companies in 
question might have been motivated to abandon such activity immediately but for one 
thing: components are in very short supply around the world and the demand for local 
products may continue for some time, tariffs and prices notwithstanding. What a situation 
against which to make future production commitments! 


The component situation will, of course, continue to plague parts suppliers, involving 
increased cost, delay in supply and the likely loss of goodwill. And yet, the demand for 
components has never been stronger. Maybe we’ll all have to take a few extra lessons in 


tolerance and patience! 


And what of the hifi field? Again, interest and demand are at an all-time peak, with the 
public interested in everything from cassettes to quadraphonic. The tariff decision will 
have only a minimal effect but the overseas fuel crisis has already placed an enormous 
question mark over production, prices and shipping. Executives in the industry will need 
the wisdom of Solomon to follow any kind of a planned path through such open-ended cir- 


cumstances. 
And colour television? 


Before the year is out, receivers must be finding their way into many homes to ensure 
at least a representative audience for the first official transmissions. But how are local 
manufacturers going to fare behind a tariff barrier which they have maintained would be 
totally indadequate? Will they be assisted by a licensing system which could exclude all 
overseas receivers for two years? Will ‘‘standards”’ really exclude non-PAL receivers? 


Or are the skids already under the PAL licensing system? 
One could go on adding to these potential problems, and we in the publishing industry 


have a few of our own that we have to face. 


But, so what! I remember rather wryly a former boss who dismissed all my protesta- 
tions with one stock phrase: ‘‘It’l] give you a chance to show how good you are!” 


That’s the spirit in which we'll all have to face ’74! 
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INSTROL 


TEREO CARTRIDGES — AMFRICA’S QUALITY CARTRIDGE 


ADC 220x. . 


ADC 220X. Type: Induced Magnet; Output: 6 mV at 
5.5cms ‘sec. recorded velocity; Tracking Force: 1 
to 22 grams; Frequency Response: 10 Hz to 18 kHz 
+3dB; Channel Separation: 20dB from 50 Hz to 10 
kHz; Compliance: 20 x 10° cms/dyne; Spherical 
Stylus Tip Radius: 0007’ Vertical Tracking Angle: 
15* 


ADC 220XE... 


ADC 220XE. Type: Induced Magnet; Output: 6 mV 
at 5.5 cms/.sec recorded velocity; Tracking Force: 
1 to 2¥2 grams; Frequency Response: 10 Hz to 18 
kHz + 3dB; Channel Separation: 20dB from 50 Hz to 
10kHz; Compliance: 20 x 10 cms/dyne; Elliptical 
Stylus Tip Radii: Contact radius .0003’’. Lateral 
radius .0007’’; Vertical Tracking Angle: 15°. 


ADC 10E mké4 . 


Type: Induced Magnet * 

Output: 4 mV at 5.5 cms/.sec. recorded velocity 
Tracking Force: .7 gram 

Frequency Response: 10 Hz to 20 kHz + 2dB 
Channel Separation: 30 dB from 50 Hz to 12kHz 
Compliance: 35 x 10° cms/.dyne 

Elliptical Stylus Tip: Contact radius: .0003’’; lateral 
radius: .0007’ 

IM Distortion: Less than /2''%-400 & 4000 Hz at 14.3 
cms sec. recorded velocity 

Vertical Tracking Angle: 15 degrees 
Recommended Load Impedance: 47000 ohms 
nominal 


ADC 500XE ... 


ADC 550XE. Type: Induced Magnet; Output: 5 mV 
at 5.5 cms /.sec. recorded velocity; Tracking Force: 
%¥% to 2 grams; Frequency Response: 10 Hz to 20 kHz 
+ 2dB; Channel Separation: 20 dB from 50 Hz to 12 
kHz; Compliance: 35 x 10-6 cms /dyne; Elliptical 
Stylus Tip Radii: Contact radius .0003’’. Lateral 
radius .0007’; Vertical Tracking Angle: 15°. 


OTHER MODELS: ADC 25 — $110.00; ADC 26 —$75.00; ADC XLM — $70.00; ADC VLM — $56.00 
a 
SPECIAL INTRODUCTORY ADC OFFER... SAVE $$$$ 


(complete). This outstanding turntable value consists of: — 


ALL THE ABOVE FOR ONLY 


(C) ADC 220x 


(A) J. H. TURNTABLE Belt drive, synchronous motor, un.- 


measurably small rumble, wow and flutter of 
better than 0.04%, negligible hum radiation, 
with 12’ diameter of platter. 


(B) EXCEL ES 801 ARM Oil-damped cueing device; fully calibrated 


stylus pressure adjustments; adjustable bias 
compensation; universal headshell. 


Magnetic cartridge. Tracking force 1/2 to 3 
grams, extremely linear and smooth 
frequency response. 


(D) INSTROL 44 Stand + This acoustically sprung player stand is 
Hinged Perspex Cover available in either oiled teak or walnut, with 


hinged, moulded perspex cover. 


Completely assembled in carton 


Please send me your complete hi-fi catalogue 
and price list. | enclose herewith postage stamps 
or money order to the value of 50c. | 
understand that the 50c will be refunded on my 
first purchase. 


Contains full specifications, gloss colour illustrations and special Instrol 


discount pricing on the following items— 


Turntables, cartridges and styli, Amplifiers, Amplifier kits and Dynakits, 
Speaker system, Speaker kits, Speaker enclosures, Tuners, Four channel 
equipment, Tape decks and recorders, Dolby cassette decks. Record Storage AODRESS 


cabinets and kits, Equipment Cabinets (Built and Kits) for Hi-Fi, Hi-Fi ac- 


cessories, Instrol products, etc. 


INSTROL 


This is an outstanding turntable that will bring hours of listening 
pleasure to its proud owner. 


Features: (a) The 4-pole synchronous motor that moves the belt 
drive turntable assures that the speed of the record 
does not vary. 


(b) Lateral balancer and anti-skating system and a static 
balanced pipe arm. 


(c) Auto-stop and Auto-lift arm at the finish of each 
record play. 


(d) Moving magnet cartridge and diamond stylus. 


(e) Attractive walnut base and hinged cover. 


ALL THIS FOR ONLY COMPLETE 


This outstanding turntable value consists of :— 


(A) ZERO-100-S Incorporates the unique new pickup arm that 
virtually eliminates tracking error with 
linkage that pivots the playing head to 
maintain the stylus bar tangential to the 
record groove. 


(B) ADC 220X Magnetic cartridge. Tracking force 12 to 3 
grams, extremely linear and smooth 
frequency response. 


(C) INSTROL 44 Stand + This acoustically sprung player stand is 
Hinged Perspex Cover available in either oiled teak or walnut, with 
hinged, moulded perspex cover. 


ALL THE ABOVE FOR ONLY Campletely assembled in carton 


Please send me the following turntable system. These will be 
sent by road transport or passenger rail, freight payable on 
receipt of goods. (Cartridges will be sent freight free). 


Greaves -s aie & Resins: eRe naa aca DrRa RCN ae 6 at$..... 
Scere ed RRA MRS & emo Ves BUS iene: ore 
b Re aw Kis aie abana dws Ado Oem saa a AUS a6 wai 
HI-FI FLEGTRONIGS CENTR | enclose my money order/cheque for $......... 
BENE: iis ere seuss wie a6 oe an re MEG RET MEDS 
91A YORK ST SYDNEY 2000 PH 29 4258 ROWAEES sii a inacehgincirimeanneantetesa 
375 LONSDALE ST MELBOURNE 3000. PH 67 5831 sé died eh eedouneeade sa Reeens eras PC... 


Asound future 


Music reproduction is now going under the 


greatest revolution since Marconi invented. 


the wireless. 


The Seventies will see the complete abandon- 
ment of stereo records in favour of the now 
popular 4 channel concept. 


Four channels, yes—but which Brand to buy? 


Our Technics engineers have designed this unit 
with you and your pocket in mind. It offers 


all the great hi fi features our name is famous. 


Unit includes two rear speakers. 
Technics RS 263 US “‘Dolby’ cassette deck optional 


@ | and serviced across Australia by HACO 
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for, i suite in (factory matched) Demodulator 
for CD-4..discrete"fétords“and decoders for 
those other types of 4 channel and your 
existing stereo material. 


This unit offers you everything in one total 
package — no extras are required to give you 
true 4 channel realism. 


And the cost—well nobody else can match it. 


Technics $S1000 offers a really sound future. 


Technics 


WTGD11N 


Truly the worlds finect..... Obl 


MODEL AS-203A 


FEATURES 

Although this model may be called a budget type speaker, 
the combination of each specially designed 8°’ woofer, 
5-1/4"" midrange and 3-1/2"’ cone tweeter all of which are 
mounted in a professional quality. enclosure will surely 
bring you pleasant musical memories. 


TECHNICAL SPECIFICATIONS 

Speaker Complement: 8"' Woofer 5-1/4" Midrange 
3-1/2"" Cone Tweeter 

Power Handling Capacity: 35 Watts (music program) 

impedance: 8 Ohms 

Frequency Response: 45 ™ 21,000 Hz 


MODEL AS-304A 


FEATURES 

Mode! AS-304A is a tastefully styled and highly efficient 
speaker system designed for low to medium power music 
systems. This system has a separate high compliance 
woofer, acoustically isolated midrange, a 3-1/2" cone 
type low-treble unit and a wide dispersion horn type ultra 
high-treble unit for smooth transition from lows to highs 
thereby providing thrilling sound over the full orchestral 
range. Highly efficient operation assures rich, full-bodied 
sound even with low-power amplifiers. 


TECHNICAL SPECIFICATIONS 
Speaker Complement: 12"’ Woofer 6-1/2"' Midrange 
3-1/2’’ Cone Tweeter Horn 
Type Tweeter 
Power Handling Capacity: 60 Watts (music program) 
Impedance: 8 Ohms 


Frequency Response: 30 ~ 21,000 Hz 


specialists in stereo and four-channel hi-fi systems. For discriminating and budget minded buyers. 


FEATURES 

The As-250A is the latest 3-way 4-speaker system 
incorporating a 10-inch high compliance woofer with 
massive magnet and long throw coil to minimize 
distortion. The new 6-1/2’' sealed back midrange speaker 
is designed to match the woofer unit. Two 3-1/2"’ cone 
type treble drivers assure non-directional clean 
reproduction of the high-frequency range. 


TECHNICAL SPECIFICATIONS 

Speaker Complement: 10"’ Woofer 6-1/2"’ Midrange 
3-1/2’" Cone Tweeter x 2 pcs. 

Power Handling Capacity: 45 Watts (music program) 

Impedance: 8 Ohms 

Frequency-Response: 35 ~ 21,000 Hz 


MODEL AS-331A 


FEATURES 

This revolutionary high-compliance speaker system has a 
silky smooth, balanced sound with well-dispersed highs, 
and lows which can really be felt, rather than merely 
heard. Its gorgeous enclosure built of choice woods and 
superb sound will surely give you maximum enjoyment. 
You need not worry about speaker biowout because the 
built-in input over-load protector functions 
instantaneously when accidentally overloaded beyond the 
maximum power of 70 watts. 


TECHNICAL SPECIFICATIONS ’ 

Speaker Complement: 12"" Woofer 6-1/2"'' Midrange 
3-1/2'’ Cone Tweeter x 2 
Horn Type Tweeter 

Power Handling Capacity: 70 Watts 

Voice Coil Impedance: 8 Ohms 

Frequency Response: 25-21,000 Hz 

Tone Adjustment: Push Button 3-Way 
Tone Controls 


619-621 PRINCES HIGHWAY, BLAKEHURST 
Phone 546-7462 After Hours 522-6747 
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The ultimate in 
REVOX high fidelity systems 


“We believe that the intending 
Purchaser would be well rewarded 
for his expenditure.” 

... Australian HI-FI 


“At 7% ips, the response was 
within + 0.5 dB, —2.0 dB from 20 
to 20,000Hz. This has never been 
equalled by any other recorder we 
have tested.” 

...Stereo Review 


“So good is the servo control that 
it has proved extremely difficult 
in practice to measure any waver 
of wow or flutter; for quite long 
intervals the meter drops below [ 
the point at which reliable 
readings are possible . . . Studer 
and his team have truly produced 
a tape recorder landmark.” 

... Audio Record Review 


“This recorder is a masterpiece of 
electronic and mechanical 
engineering.” 

... Hi-Fi Sound 


“This is the flattest machine we 
have ever tested.”’ 
... Audio 


Revox A.78 


Revox A.77 


Engineering Products Division 
422 LANE COVE ROAD NORTH RYDE NSW _ AUSTRALIA 


PO BOX 96 NORTH RYDE 2113 
TELEPHONE 888 8111 


TELEGRAMS “WIRELESS” SYDNEY 

AMALGAMATED WIRELESS (AUSTRALASIA) LIMITED TELEX 20623 

Meco sane «© BRISBANE = ADELAIDE = PERTH HOBART ~=—s LAUNCESTON —s TOWNSVILLE_~—s PORT MORESBY _—PORT HEDLAND 
560 4533 414631 72 2366 286400 34.5412 31 5466 79 6155 3177 31384 
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AK G 


Makes good listening better, quietly. 


We're not just a pretty face. 


We have other virtues. recordings as you will never have heard 
When you put on your stereo AKG's them before. 

it’s like being in a world of your own. AKG's start from only $25.00 and are 
You don’t have to worry about the made with the same meticulous care as our 


neighbours. 


renowned professional microphones, and 


The TV, or even the children. of course they’re guaranteed. 
They won't hear you and you won't Find out for yourself at any good Radio 


hear them. 


or Hi-Fi store or write to us for our free 


So you can relax to your favourite brochure. 


MELBOURNE 
560 4533 


LAUNCESTON 
31 5466 


Engineering Products Division 
422 LANE COVE ROAD NORTH RYDE NSW = AUSTRALIA 


AMALGAMATED WIRELESS (AUSTRALASIA) LIMITED, 


BRISBANE ADELAIDE PERTH HOBART PO BOX 96 NORTH RYDE 2113 
41 1631 72 2366 28 6400 34 5412 TELEPHONE 888 8111 


TOWNSVILLE PORT MORESBY — PORT HEDLAND TELEGRAMS “WIRELESS” SYDNEY 
79 6155 3177 31384 TELEX 20623 
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what 
on 


Feel 
you hear 


Superex 


Stereophones 


Try on a pair of Superex PRO-B VI 
stereophones and see what happens to 
your body. It's a physical sensation you 
can't get with other stereophones. With the 
PRO-B VI, each earcup contains its own 
woofer and tweeter, plus a full crossover 
network, 

This permits a glorious rush of music 
to enter each of your ears and travel right 
to your toes. The dynamic woofer has 
double chamber acoustic suspension and 
damping. So you feel a drum roll down 
your neck. The coaxially mounted tweeter 
lets a flute send shivers up your spine. 
And in each ear, you feel the range 


PRO-B VI The Professional 
Dynamic Wooter/Tweeter Stereophones 
Sugg. Retail Price $68.00. 


Superex Electronics Corp., 151 Ludlow St., Yonkers, N.Y. 10705. Distributed in Australia by Jervis Aust P/ L, PO Box 6 Brookvale, NSW 939 2922. 
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and purity of a 15-22,500 Hz frequency 
response. 4-16 Ohm impedance. 

Feeling comfortable is another part of 
the PRO-B VI. This comes from replaceable 
Con-Form ear cushions anda completely 
adjustable headband. Plus 15 generous 
feet of coil cord, with a clip that attaches 
the cord to you, and eliminates any tug on 
your head. In case you feel like dancing. 

For $68.00, you can feel more than 
you've ever heard. Superex guarantees it 
for two years. Have a good listen. And 
you'll hear why Superex is the best sound 
investment around. 


Superex Stereophones 


Feel what you hear 


ur new 60-watt receiver. 
For people who want more 
power than a 100-watt 
receiver. 


It isn't hard for some high fidelity companies to 
turn a 40-watt receiver into a 100-watt receiver. All 
they have to do is overestimate their own power. 

Instead of testing their receivers at every audible 
frequency, for instance, they use one easy-to-reproduce 
frequency. Or they use “peak power” or “THF” watts 
instead of true RMS watts. Or omit distortion figures. 

This ts similar to computing a golf score by 
counting only the best holes. The results look terrific 
but they don't correspond with reality. 

You can avoid this sort of inflation by buying the 
new Harman-Kardon 630 receiver. 

The 630 produces 30/30 RMS watts at less than 
0.5% total harmonic distortion from 20H7z to 20kKHz. 
both channels driven simultaneously into an 8-ohm 
noninductive load at standard line voltage. 

Which is more than many 100-watt receivers can 
say, and that’s why they don't. (If the power rating of a 
receiver isn't phrased exactly this way, you owe it to 
yourself to be suspicious. ) 

But the 630 not only gives you more power than 


so-called 100-watt receivers; it makes better use of 
the power. 

The 630, like our 90-watt receiver (the 930), uses 
a unique system called “twin power.” 

Other receivers have only one power source, 
which lets them function perfectly well with quiet 
musical passages. But when a sudden tone burst 
comes along. one channel robs the extra power it 
needs from the other channel— weakening both and 
creating distortion in the process. 

The 630 eliminates this in-fighting between 
channels by having an independent power supply for 
each. So no matter how difficult the musical passage, 
both channels can handle it flawlessly. 

Of course, all of this has a price. Fortunately, it’s 
a moderate one: $398. 

For that, vou can buy a receiver with more watts 
than ours. But you can't buy one with more power. 

For more information, write to 
Jervis Australia, P.O. Box 6, Brookvale, NSW 2100 
or phone 939-2922 harman / kardon 
The Music Company 
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MARANTZ 
answers the 4-Channel Question 


Marantz alone presentes products that will change with the 
advances in 4-Channel design. Our refusal to build in the three 
current 4-Channel decoding systems is based on one very good 
reason. We have no desire to produce and market a product 
that may become antiquated before the end of the year, thus 
destroying the credibility of Marantz in the eyes of our dealers 


and particularly our customers. 


Providing all three systems (SQ, QS, CD-4) in one package at 

a competitive price requires sacrifices in other areas of that 
product, such as power and features. This would be an acceptable 
compromise if all three 4-Channel systems will be used by our 
customers but in fact, in a short time you will be using only 

one of the three systems. And, the system you will be using 

will be made obsolete by advances in technology. Marantz 

does not want to say ‘Buy a Marantz and pay for three 4-Channel 
systems, but you will only use one of them. And, the one you 
use will soon be made obsolete by advances in product design, 


such as SQ full-logic.” 


What Marantz does say is, “Buy A Marantz and pay for a system 
that you can use today and tomorrow; A system that does not 
waste money on features that will become obsolete and/or 


never be used.” We can make this statement because Marantz 


built a number of unique features into their 4-Channel equipment. 


A PLUG-IN, PLUG-OUT POCKET: 

You can up-date any Marantz unit when and if you wish by 
purchasing an inexpensive Decoder module. An example of 

the use of the pocket would be the new, full-logic SQ IC chips 
soon to be available, which Marantz is producing. With a Marantz 
unit you need only plug in our module. On the other hand, 

the consumer that purchases a unit with everything built in 

will not be able to take advantage of this new technology 

without going to great expense, and paying for items such as 

the cosmetics of an accessory chassis, power supply circuits, 


etc. In fact, he is stuck with an obsolete receiver or amplifier. 


VARI-MATRIX: 


A Marantz-designed matrix circuit that synthesizes 4-Channel 


sound from stereo sources and does an adequate job 
of decoding SQ and QS program material. Since the Vari- 
Matrix is a synthesizer, and will provide a 4-Channel effect 


from any program source, it will always be useful. 


BRIDGING: 

Marantz provides a bridging circuit on all of their 4Channel 
products that will convert the four amplifiers into a stereo 
amplifier. A nice feature if you want stereo now and 4-Channel 
later, or if you want more power from your total system by 
bridging the front channels, and adding an additional 2-Channel 


amplifier for the rear channels. 


DOLBY: 

The Marantz philosophy of non-obsolescence is also evident 

in the design approach used to build Dolby into a number of 
the 4200 series receivers. Because Dolby is a fully-developed 
process and is accepted as the industry’s standard for noise 
reduction, the Dolby system can be used today and to-morrow 
with any type of tape machine. And, will even process Dolby 
records when they become available. Building the Dolby 
system into our receivers creates many advantages. Among 


these advantages are: 


COST REDUCTION: Since the Dolby circuit is built into 
the receiver’s chassis, additional costs for separate power 


supplies and chassis are not accrued. 


VERSATILITY: The Marantz Dolby system can be used 
with any type of tape or recorder. Complete calibration 


controls assure maximum flexibility of the unit. 


Marantz continues to lead the industry with high-quality, 
innovative product design. Our products offer the flexibility 
and features that assure our customers an absolute value and 
quality that is offered by no other company. This is why 
Marantz has chosen the approach to the industry’s 4-Channel 
dilemma that the new products solve today, without being 


obsolete tomorrow. 


AURIEMA (AUSTRALASIA) PTY. LTD., P.O. BOX 604, BROOKVALE. 2100 
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What’s more, exactly the same quality 

that goes into Marantz amplifiers goes 

into Marantz Imperial Speaker systems 
— professional quality! 


And ali Marantz products carry the best 
warranty. Three years. That’s confidence 
in professional quality. 


__ Marantz amplifiers from $199.00 to 
$1,500.00. Marantz Imperial Speakers 
‘from $89.00 to $249.00 each. 


WEBER RM, y S, 
= Ren Reon BEE Z. . console Fine amplifier 
7) treble 


= 


WRITER MAIN@SPKR= REMOTE 


To find out how much better Marantz 
sounds, listen, that’s we ask. Listen. 


ERRean Eeacn BRE Zz For brochure and dealer list write to: 
We sound better ~ AURIEMA (Avasia) Ptv. Ltd., P.O. Box 604 
Brookvale N.S.W. Phone 939-1838 


Pitch... 


Both the tuning fork and the 
55s attain the highest 
standards possible, but SONAB 

offers you even more — Leaders 

in sound equipment SONAB 

have yet another great achievement in 

sound reproduction. 

The SONAB 55s turntable. 

Slim line styling and brand new to Australia. 
The 55s turntable is technically 

perfected to comply with your own 

choice of components or to combine 

with the SONAB range of quality 

sound equipment. 

Sweden is proud of SONAB — you will be too. 
Put your money where the sound is — SONAB. 


For literature on SONAB turntables, 
amplifiers and the rest of the SONAB 
range — and the name of your nearest 
dealer, phone or write to us: 


Sonab OF SWEDEN PTY. LTD. 


114 WALKER STREET, NORTH SYDNEY 2060 
Telephone: 929-4288, 929-4554 


SONT 
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Magniamplification... 


SONAB offer the P4000 as a 
masterpiece in amplification to 


comply with your own choice of 


components or to combine with 
the SONAB range of quality 
sound equipment that has made 


them would famous. Sweden is 
proud of SONAB and SONAB 
are proud of their product, so 
proud in fact that they give you a 
5-year guarantee. 

Put your money where the sound 
is — SONAB. 


For literature on SONAB 
turntables, amplifiers and the 
rest of the SONAB range — and 
the name of your nearest dealer, 
phone or write to us: 


Sonab OF SWEDEN PTY. LTD. 


114 WALKER STREET, NORTH SYDNEY 2060 
TELEPHONE: 929-4288, 929-4554 
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We only sell 
the best, 


APOLLO Hi FI CENTRE i 


283 Victoria Road, Marrickville NSW 2204 560-9019 J.V.C. NIVICO DISCRETE, 
Open all day Saturday and till 9 pm on Thursday. 4-Channel Systems. 


+7 eB EBs ww» » D) 


ds RS ES » 
VHt4@® ) 


Harmon/Kardon Harmon/Kardon 


930 630 
45/45 RMS 30/30 RMS 
Both Channels Both Channels 
Driven Driven 


HARMON/KARDON 
the very best 
in Hi-fi 
HK-1000 
Cassette Deck 


coe Lill e@eeeece 


We allow top trade-ins for your old units. 
nee ee... Laybys accepted or easy terms arranged. 


AKAI, KENWOOD, PIONEER, SANSUI, MONARCH, SONY, LEAK, 
A.R., ULTRA-LINEAR, ADVENT, BOSE. 
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Hi Fi News 


Design of 4-channel cartridges 


During recent weeks there has been an interesting divergence of opinion 
between two of the major manufacturers on the subject of quadraphonic pick- 
up cartridges. Is it, or is it not realistic to envisage one high performance 
cartridge for CD-4 and matrixed — or other stereo — discs? 


All such discs are supposed to be com- 
patible to the extent that they can be played 
on a modern stereo system and will produce 
an acceptable two-channel stereo result. 
Similarly, existing two-channel stereo discs 
can be played either on a CD-4 or a matrix 
player with normal frontal sound. In short, 
hifi enthusiasts can play new records on 
existing equipment, or existing records on 
new equipment with a fair degree of 
freedom and satisfaction. 

It is also true that a variety of record 
playing equipment is on sale, using a single 
pickup, which can cope with any likely 
microgroove format: Mono, two-channel 
stereo, matrix of one kind or another, or CD- 
4. The same cartridge is used and only the 
amplifier is switched, manually or 
automatically, to suit the particular format. 

As we have remarked earlier in these 
columns, high quality equipment of this 
type leaves little to be desired, in terms of 
sound performance. 

But the question, which so typifies hifi 
buffs of all generations, is not a matter of 
whether a universal cartridge is prac- 
ticable, or even if it works well. Rather is it 
whether such a cartridge is really optimum 
in both or all roles. Could there be a tangible 
benefit in having at least two cartridges 
available to plug in — one for CD-4 the other 
for the more conventional systems? 


Ina recent letter to the Editor of ‘‘Audio” 
magazine, James H. Kogen, Vice President 
of Shure Bros Inc, set out the present think- 
ing of his company’s engineers. He ex- 
pressed the view that a cartridge designed 
to cope with CD-4 discs would most likely 
end up with a playing weight considerably 
greater than might otherwise be necessary, 
and that this was an undesirable price to 
pay for the dual role. Kogen said: 

“‘Shure’s position is that we will provide 
the best quality cartridge for all record 
formats that are produced. We will cer- 
tainly endeavour to satisfy the require- 
ments of the CD-4 system, as well as the 
matrix and standard stereo. 

“This does not mean, however, that we — 
or other cartridge manufacturers — can 
produce a single cartridge that will be the 
ultimate solution for all systems. It may be 
that several cartridges will be required, 
each being the optimum for a given system. 

“In the case of the V-15 III, our objective 
was to provide the finest phono cartridge 
possible for the present-day standard stereo 
disc. This does not mean that we intend to 
ignore the CD-4 system or any other system. 
It simply recognises the fact that the 


number of CD-4 discs available today is 
miniscule compared to the millions of 
standard stereo discs that have been 
produced over the past 16 years. Even 
today, the Schwann catalogue of records 
shows approximately 30K stereo discs and 
certainly fewer than 30 CD-4 discs. 

“The V-15 III has been optimised to 
satisfy the requirements of the standard 
stereo disc. 

“The V-15 III will track most present-day 
records at % gram. Cartridges being sold 
for operation with the CD-4 system are 
specified at two grams. The design of a 
cartridge that will play satisfactorily at %4 
gram is significantly different from that 
which will play at two grams. 


“‘We feel that the lower tracking force is 
an extremely important feature of a top- 
quality stereo cartridge. We have run ex- 
tensive life tests, which show that the life of 
a diamond tip increases exponentially as 
tracking force decreases, as long as the 
cartridge tracks properly. 

“For cartridges in the price range of the 
V-15 III, we believe that extending the life of 


The two cartridges which illustrate 
diverging design approaches. Below is the 
Shure V-15 I/1, at right and lower right the 
Ortofon SL15Q. 


the stylus is a feature we owe to our 
customers. We could not, therefore, 
countenance a change in the design of the V- 
15 III that would require a higher tracking 
force. 

“We have tested all of the CD-4 cartridges 
that we have been able to find, not only for 
sale in the United States but in Japan and 
Europe as well. All of these cartridges have 
a rise in frequency response above about 
15kHz, with a peak in the 25 to 30kHz region, 
approximately 10dB above the 1kHz level. 

“The frequency response I have 
described indicates a major resonance in 
the 25 to 30kHz region. A flat frequency 


response out to 45kHz would require either a 


major resonance beyond 45kHz, or a very 
highly-damped stylus system. Both 
possibilities would require a dramatically 
different approach from that of present-day 
cartridges. Most probably, successful CD-4 
cartridges will show a resonance around 
30kHz, with a fairly significant peak. In 
order to provide proper trackability for 
these cartridges, a tracking force in the 
two-gram region is indicated. 


“One of the problems in developing a 
cartridge for the CD-4 system is that the 
system itself is still undergoing develop- 
ment and improvement. 

“In the case of stereo, once the Westrex 
cutter had been intoduced, people produced 
stereo records; and the phonograph cart- 
ridge was designed to satisfy a reasonably 
fixed objective. In the case of CD-4, there 
have been numerous improvements in the 
technique of mastering the records and also 
in the electronic circuitry for decoding the 
signal. There also have been changes in the 
record materials. 

“Designing a cartridge to satisfy the 
requirements of the CD-4 system, as well as 
the ear of the trained high-fidelity listener, 
is not a static task. 

“We believe that it is necessary to 
produce a cartridge designed specifically 
for the CD-4 system. At the present state of 
the art, such a cartridge will be able to 
perform adequately with standard stereo 
records; however, we do not believe such a 


cartridge can approach the ultimate in 
reproduction of standard stereo records. 
For such reproduction, we offer the V-15 
Ill. 

“Perhaps, some day in the future, the 
qualities of these two cartridges may be 
combined and the ultimate may be offered 
for both systems simultaneously. Until 
then, we feel that individual cartridges 
optimised to satisfy each system should be 
provided.” 

James H. Kogen, 

Vice President, 

Shure Bros, Inc, 

Against this background, it is interesting 
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ACTION PACKED 
SOUND BY 


KENTUCKY USA 
GUITAR SPEAKERS 


11 New models to. suit every 
requirement. C.T.S. speakers feature 1. 
Patented Aluminex laminated voice coil 
torm for maximum power dissipation. 2. 
Thermosetting adhesive throughout the 
voice coil and cone neck joint for long life 
under high power use. 3. Barrium ferrite 
magnets for maximum efficiency — 
minimum profile. 4. All speakers 
designed with 8 ohm nominal voice coil 
impedance measured at 400 Hz. 5. Quick 
connect-disconnect spring pressure 
terminal posts*® solderless connections. 
No special amplifier lead wire or formings 
required. 6. Hammertone-Grey, high 
lustre baked enamel finish on housing 
and magnet structure. 7. Individually 
packaged to ensure maximum protection 
in shipment. 8. Red terminal post on 
each speaker denotes positive phased 
terminal.9. All CTS lead guitar and organ 
speakers feature vented aluminium dome 
dust caps to relieve air pressure 
generated in the area of the gap,* Model 
12C10L supplied with push-on terminals. 


12"° DIAMETER MODELS 
12C10L 10 oz magnet model 1” voice coil ex- 
tremely efficient low cost unit for P.A. or lead 
guitar use. 25 Watt R.M.S. 
12E18L lead model and 12E18B bass models. 
This popular type handles 60 Watt R.M.S. with 
1%" voice coil and 18 oz magnet. 
12G54L lead model and 12G54B bass models. 
Power plus available for a restricted cabinet size 
handles 100 Watt R.M.S. 1%” voice coil and 54 
0z magnet. Ideal replacement for that last 
shattered local made speaker. 


15” DIAMETER MODELS 
15E28L lead model and 15E28B bass model. Big 
sound from 15" diameter cones, rugged con- 
struction features 28 oz magnet 1%" voice coil 
and handles 60 Watt R.M.S. 
15G54L lead model and 15G54B bass model. 
King of the 15" speakers handles an ear splitting 
100 Watt R.M.S. through 2” voice coil with 54 oz 
magnet. 

18’° DIAMETER MODELS 
18G54B big bass model features 54 oz magnet 2” 
voice coil handles 100 Watt R.M.S. 
18K96B Unbeatable thundering bass. This 
magnificent speaker features cast frame 3” voice 


coil 96 oz magnet and runs at 125 Watt R.M.S. 
power. 


For full specifications, prices and further in- 
formation on C.T.S. speakers or the name of your 
nearest dealer please write to the Australian 
agents: 


STANDARD RADIO 
DISTRIBUTORS 


HIFl NEWS 


to read the sales literature on the latest 
cartridge from the famous firm of Ortofon 
Manufacturing A/S, Copenhagen. It 
describes their new SL15Q moving coil 
cartridge, especially designed for the CD-4 
system and with a response to 45kHz. If 
Ortofon have any reservations about its 
suitablility for conventional stereo and 
matrix discs, they are certainly not ex- 
pressed! 

We quote: 

“The CD-4 system developed by JVC / R- 
CA (CD-4 standing for compatible discrete 
4-channel) requires a frequency response of 
up until 45kHz. The SL15Q cartridge was 
designed to meet this requirement, but the 
cartridge is as well suited for playing other 


4-channel records and of course normal 
stereo and mono. 

“The most important requirement to a 
CD-4 cartridge is extended frequency 
response up to 50kHz. JVC gives the 
tolerances for a pick-up of highest class as 
shown in Fig 2. Separation at the carrier 
frequency, 30kHz, is also an important 
figure. Low moving mass and a very con- 
centrated pivot point, together with high 
compliance, are all part of the framework 
on which to build a CD-4 cartridge. Fig 1 
shows the frequency response and 
separation for the SL15Q in relation to the 
JVC limits. 

“Like its predecessor SL15, the SL15Q is a 
moving coil cartridge. (See Fig 2. It 


/ | ta 
SEPARATION ESSENTIAL 
FOR PROPER 
REPRODUCTION 


x 
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Fig 2: Frequency response and separation curves for the new Ortofon CD-4 cartridge SL- 
15Q. The diagram also shows the JVC tolerances for CD-4 cartridges. 


Leroya Industries Pty Ltd announce that they have been appointed as sole distributors for 
Scientific Audio Electronics of California. SAE manufacture state-of-the-art power am- 
plifiers, preamplifiers, equalisers and loudspeakers. Pictured is the SAE Mk 18 stereo 
equaliser preamplifier which has “graphic equaliser’ tone controls. 

In the SAE Mk 18, the graphic equaliser controls apply boost or cut over a range of 
frequencies roughly an octave or so wide at seven points in the audible spectrum. This 
enables better compensation for loudspeaker irregularity and room acoustics than can be 
provide by conventional “variable slope’ tone controls. 
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PTY LIMITED 


261 Elizabeth St., 
Melbourne 67 8158 


(Enquiries 
welcomed) 


from Manufacturers / Retailers 


No need to get in a 
flap over fixing 


AUDIO/HI-FI gear 


Not with this selection of 
instruments from Jacoby Mitchell _ 
to iron out your problems. ~~ 


TES Model D 566 B AUDIO DISTORTION METER 


Fully transistorised, easy to operate distortion meter. Distortion Meter: Freq. 
range 10 Hz to 1 MHz e Distortion factor 0.03% to 100% e Input impedance 
100 KOhm; 40 pF. approx. Millivoltmeter: Voltage range 1 mV to 300 V f.s.d. e@ 
Level range (rel. to 0.776 V) + 52 dB to — 75 dB Freq. range 10 Hz to 2 MHz 
@ Input impedance 2 MOhm; 50 pF approx. 


ADVANCE 0S250 TV OSCILLOSCOPE 


A 10 MHz low cost dual trace unit with 
10 cm x 8 cm display designed for the ATT TTT TESTA e Wg @ 
colour TV serviceman. Sensitivity 5mV moon Callens. wAayoen ten Dar 
to 20 V/cm AC and DC coupled e Input 
impedance 1 megohm 28 pF e Trigger- 
ing TV frame AC, AC fast e@ X-Y facility 
- switched X-Y operation via Yl and Y2 
input channels e Display Modes (1) 
Single beam (2) Double beam chopped 
or alternate. 


STATTT ETA TEEEREEERERRTRSLANS 


OUTPUT POWER METER rom we TEA 


ADVANCE DMM2 -2 a GS ./ 
DIGITAL M/METER L - / 


A An inexpensive 3% digit DVM 
for AC & DC voltage, current — 


i 


= and resistance e All push 

» button with the stability of LSI 
' (large scale integrated circuit) 
' e Voltage range 200 mV to 1000 
V, current range 200 wA AC & 
DC with up to 2A with SP-2 
current shunt e Resistance 
ranges 200 Ohm to 2000 KOhm 
e Accuracy 0.19 DC e Weighs 
only 3%2 Ib. 


FERROGRAPH RTS-2 AUDIO 
TEST SET 


An “all-in-one” test set to check frequency 


For tape recorder servicin 
to 20 V rms approx. 


TES Model MU 472 
OUTPUT POWER METER 


Fully transistorised power meter cali- 
brated in watts and dB. Built-in load 
resistance e Power measuring ranges 
1-10-100W e@ Freq. range 20 Hz to 50 
KHz e Accuracy within 0.5 dB e Load 
input resistances 4-8-16 ohms e Resis- 
tances accuracy better than 5%. 


TES WF 971 WOW & FLUTTER METER 


e Spec. DIN& CCIR e Input signal 20 mV rms 
e Frequencies (switchable) 3150 Hz and 3000 Hz e 


response, signal noise - ratio, distortion, 
cross talk, wow and flutter, drift, erasure, 
input sensitivity, output power and gain. 


Ranges (flutter) + 0.1% + 0.3% + 1% f.s.d. @ Drift Indication + 2% max. 
e Input impedance 10 KOhm max. e Built-in oscillator 3000 Hz or 3150 Hz 
switchable e Stability better than 0.1%. 


The facilities of the RTS-2 can be extended 
with the RTS Auxiliary Unit. The RTS-2 
offers many advantages over conventional 
methods of obtaining these measurements 
which would require a number of separate 
test instruments. 


Send now for 
complete information to: 


215 North Rocks Rd., North Rocks, 
N.S.W. 2151. Phone 630 7400 
OFFICES: Melbourne 417551 e@ Adelaide 
936117 e@ Brisbane 52 8266 @ Perth 81 4144 
AGENTS: Canberra 95 9138 
Wollongong 286287 @ Newcastle 
615573 @ Hobart 34 2666 


JIM/149-73 


METCHELL 


= 
JACOBY © «#2 


s 


a 


earn —memmreeecimnamansae 
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EXTRA-DYNAMIC 


THE AUDIOPHILE TAPE 


NEW ASTOUNDING MATERIAL 


is T DIK. 
“MAGNETITE” 


e THE CASSETTE DESIGNED EXPRESSLY FOR 
PURE SOUND 


Performance data show ED superiority, but Your Ears also tell 
the difference of ED Cassettes. There is linearity of frequency 
response from low to 
high frequency range. 
No need for Cro 
selector to correct for 
excessive high 
response and low 
frequency drop off. 
Any good recorder can 
now give balanced 
high fidelity record- 
ings. 


FREQUENCY (Hz 


e THE IDEAL CASSETTE FOR NORMAL BIAS 


The bias required is normal, that is the target for any magnetic 
tape. ED is the dynamic tape which suits almost every cassette 
recorder. No necessity 
for special bias set- 
tings. The superior 
performance of ED is 
achieved by the 
highest and even the 
lowest priced 
recorders. 


e THE MATERIAL IS 
MAGNETITE 


TDK research has brought magnetite to cassettes for the first 
time. TDK Electronics Co, Ltd is a pioneer in the field of 
electromagnetics, and has now achieved the stabilisation of 
Magnetite material for recording tapes for the first time. 


PURE-BLACK 


Convoy International Pty Ltd 


Corner Plunkett & Maclean Sts, Woolloomooloo 
2011. SYDNEY. Telephone (02) 357-2444 
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HIFI NEWS 


consists internally of two orthogonal coils held in a powerful 
magnetic field. These coils are fastened to one end of a light 
cantilever which also holds, at its other end, the diamond stylus. 
The assembly is pivoted close to its centre of gravity so that little 
force is required from the record to obtain movement of the coils. 

“The special stylus has a larger area at the point of contact with 
the record than an elliptical stylus. Ortofon describes it as “bi- 
elliptical.’’ Because of the enlarged contact area, the compliance 
of therecord vinyl is lower, making. the resonance frequency 
between this compliance and the moving mass, which has also 
been reduced, very high. 

“The extremely small moving parts, present special problems in 
manufacture. Cantilevers are assembled under magnifying glass 
(SX) and the coil is handwound under a microscope (20X). The 
wire is so fine (0.035mm) that 1kg would suffice for 1 million 
cartridges! 

“Various measurements have been carried out to establish the 
distortion level of the new cartridge. In particular the trackability 
test record TTR-103 from Shure with 10.8kHz pulsed signal is use- 
ful. The distortion level at a maximum peak velocity of 30cm / sec 
is 0.3pe with a tracking force of 1.5 grams. 

“A new test record 20Hz — 45kHz sweep has been made by three 
Danish companies Bruel & Kjaer, Bang & Olufsen, and Ortofon. It 
will be released by the three companies under each company’s 
label. It is hoped that this new record will become a laboratory 
standard, just as the old B & K test records have been. 
Technical Data 
Equivalent stylus tip mass 
Compliance Horizontal 
Vertical 


0.7 mg 
25 micro cm / dyne 
15 micro cm / dyne 


Tracking force 1.5 grams 
Trackability (300Hz) 50 um 
Electrical load R — 100k ohms 
Output voltage (1kHz) C — 100pF 
without transformer 0.015 mv/cm 
with transformer 15 mV, cm 


Such then are the apparent design philosophies of Shure and 
Ortofon, both highly respected in the field of cartridge design. 

Why the difference? 

In fact, the conflict is not as basic as might first appear. Shure is 
virtually saying: We can offer you a cartridge which will track all 
your conventional and matrix records at less than 1 gram. If we 
had to build into such a cartridge a CD-4 capacity, we would have 
to opt for about twice the playing weight. Why impose needless 
wear on your Stylus and your present discs for the sake of, as yet,a 
very small number of CD-4 discs? 

Ortofon virtually proves the Shure argument by offering a 
cartridge that does in fact, track at 1.5 grams. But Ortofon is say- 
ing: Our new cartridge, with its special stylus, offer top-flight 
performance, with wear not a significant problem. Why have two 
cartridges when one will do the job? 

And, somehow, we think that debate along these lines is going to 
mushroom within and between equipment manufacturers the 
world around, and all the way down from the performance leaders 
to budget-priced products. 

Before leaving the subject of quadraphonics, it was most in- 
teresting to read a report about a JVC development involving the 
the standard tape cassette. 

Quadraphonics on cassette has been a thorny question for some 
time because, allegedly, the Philips organisation has been keen to 
preserve full compatibility between all cassettes: mono, stereo 
and presumably quadraphonic. 

The idea put forward by some, of running four side-by-side 
tracks in one direction over the full width of the tape conflicts with 
this, because the cassette would not be reversible. 

The alternative of sub-dividing the stereo pair into four tracks 
each way has largely been ruled out to date because of tape control 
problems and signal-noise ratio. There are difficulties enough 
with four tracks on the narrow tape, let alone eight tracks! 

So, for some time, the industry has faced the curious proposition 
that cassettes could only be used for matrixed quadraphonic, with 
CD-4 as a distant possibility. Separate, discrete tracks. . . no! 

Now comes the following report: 

“JVC have announced the release of the 4CD-1680, an eight-track 
four-channel cassette deck. The 4CD-1680 is the first production 
machine to employ eight tracks on standard 0.15 in tape. This has 
been made possible by the development of a new high-precision 
head, to be known as the ‘Cronios’. The system is fully compatible 
with the standard stereo cassette. 

“The use of such narrow tracks poses several problems (more 


accurately it extends the usual cassette problems). Tape 
hiss would be unacceptable without some form of noise reduction 
system, and JVC have elected to use their own system for this 
rather than the ubiquitous Dolby. ANRS as it is known is a dynamic 
noise reduction unit that progressively boosts signals above 500 Hz 
during recording, and attenuates them during playback. This 
results in a signal to noise ratio of 48dB. 

“Crosstalk has been minimised by the use of electronic cir- 
cuits using phase shift techniques, and JVC claim a crosstalk 
figure of 25 dB at 1kHz. The deck also features two independent 
drive systems, and full provision for chromium dioxide tape 
equalisation.”’ (Price to be announced. 


New Sansui cassette deck 


Still on cassette decks, the Sansui SC737 stereo cassette deck 
has just been released in Australia by the Bleakley Gray Cor- 
poration. It replaces the SC700 which has been one of the most 
popular cassette decks with the audio enthusiast. 

Claimed features of the SC737 are Dolby B noise reduction 
system, a new type of ‘‘Magni-Crystal ferrite head for recording 
and play-back, a precision built tape transport and really out- 
standing electrical characteristics. 

Frequency response of the new Sansui deck is 35 to 14kHz plus 
or minus 3dB, signal to ratio is 50dB without Dolby while cutting 
the Dolby circuit in gives a further noise-figure improvement of 
8dB. Wow and flutter is a low 0.11pc. 


SC-737 


An automatic electro-optical shut-off device protects both the 
tape and the transport mechanism against overload at end of tape 
and if jamming occurs. A newly developed 4-pole hysteresis- 
synchronous motor is virtually unaffected by fluctuations of mains 
voltage or tape tension and results in the very low wow and flutter 
figures. 


There are several other unusual features of the SC737 which 
contribute to its high overall performance. So confident are they 
about the appeal of this new deck that Sansui have issued an in- 
terseting challenge. They invite users of tape recorders to com- 
pare the actual performance of the SC737 with any reel-to-reel 
recorder, including those made by Sansui. 


Further information on the new model can be had from hifi 
stockists or the Australian distributors of Sansui, Bleakly Gray 
Corporation. 


New Marantz equipment 


The Marantz Company of Sun Valley, California has _in- 
troduced a new floor-standing loudspeaker system to their Im- 
perial range. Imperial 8 is intended for high power stereo or 4- 
channel high fidelity systems but it has high efficiency to enable it 
to perform equally well with moderately powered amplifiers. 


Six loudspeakers are used with a three-way cross-over network 
to cover the audio range. A highly developed 12-inch woofer 
provides bass response down to 40Hz within plus or minus 2dB. 
Three midrange and two high requency tweeters are arranged in 
what Marantz term a “rotatable array” so that two loudspeakers 
systems can be arranged to “‘look”’ like mirror images in a stereo 
set-up. A parent the five speakers are mounted on a circular 
section ¢ the baffle which can be rotated by hand to give the best 
orientation. 


Now at 
Convoy Technocentre 


The Royal Family of Sound, 


SHIPMENT JUST ARRIVED FROM ENGLAND 


DM70 ELECTROSTATIC MONITORS (right & left), 
regarded as the best sound reproduction in the world — 
near perfection (Walnut or White) $985 pair. 

DM2 ACOUSTIC LINE MONITORS (centre) sound like 
the DM70 but in small cabinets 2.7 cu. ft. (Walnut, Teak 
or White). $495 pair, stands $25 pair. 


FIRST REDUCTION IN PRICE FROM NEW DUTIES 


DM4 SUPER-MONITOR-MINI. Unbelievable quality 
sound from a cabinet only 1.2 cu. ft. Warmly recom- 
mended by Electronics Australia (Walnut). Was $360 — 
duty reduction $329. 

D5 SUPER BOOKSHELF. For high quality sound in very 
small spaces, 10-25 Watts RMS — 18”H x 9”W x 7"D 
(Walnut). Was $219 a pair — duty reduction $199 a 
pair. 


ALLB & W SPEAKERS COME WITH INDIVIDUAL 
B & K RESPONSE GRAPHS 


PERFECTION AT A PRICE FOR YOU 


THE TECHNOCENTRE IS OPEN THURSDAY NIGHT 
AND ALL DAY SATURDAY. 


You will find the greatest collection of quality sound 
equipment at the Technocentre, but at prices which 
are really remarkable for their value, starting from as 
low as $390.00 for a complete system. 


Convoy 
Technocentre 


At corner Plunkett and Maclean Street, Woolloomooloo, 
at the foot of Cahill Expressway Phone 357 2444 


FREE PARKING. TRADE-INS AND TERMS. 
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Some people want the big sound. This is it. Sony's gleaming 
TA-1150 amp delivers a whacking 35W RMS per channel — 
enough to comfortably drive two of the finest speakers on the 
market today — Sony's massive top-of-the-line SS-7600 Ultra 
Linear Systems that put the Sydney Opera House in your living 
room. Add Sony's beautiful belt-drive SS-5520 turntable and 
you've got a complete system that friends would pay money to 
hear. 

Specifics: The Sony TA-1150 has two tape recorder inputs, 
frequency response 12 Hz-20 kHz, harmonic distortion less 
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Distributed by JACOBY F3 


a =<“ 
than 0.2% at rated output. All desirable controls and inputs. 
Direct coupling circuit. 


The Sony PS-5520 turntable features aluminium diecast 
platter and belt drive for faithful and flawless reproduction. 
Diamond stylus and induced magnet type stereo cartridge. 
The Sony SS-7600 Ultra Linear Magnetic Circuit speaker 
system features 3-way, 3-speaker combination with 12" 
woofer, 5” mid range and 1” horn type tweeter. Power handling 
Capacity 100W. Front panels are detachable to reveal 
individual brilliance controls. 


SYONEY 26 2651 MELBOURNE: 
3296866. ADELAILE 93 2338/9, 
BRISBANE: 44 4488, PERTH 
81 3422, LAUNCESTON 25 322, 
CANBERRA: 95 2100. Agents: NEW- 
CASTLE: 614991, FAIRY MEADOW: 
84 6022 


KEMPTHORNE 
SERVICES 


JK5987 


SONY. 


SOLD 

AND 
SERVICED 
IN 
BRISBANE 


THAI 
ELECTRONICS 


187 
GEORGE ST 


217272 


JK 5993 


HIF NEWS 


Overall frequency response is rated at 
40Hz to 18kHz within plus or minus 2dB or 
from 35Hz to 20kHz within plus or minus 
5dB. Power rating is 75 watts continuous or 
125 watts on music signals. 
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Marantz Imperial 8 loudspeaker system. 


Dimensions are 593 x 686 x 458mm (w xh x 
d) and the nominal impedance is 8 ohms. In 
line with the latest trend, a sculptured foam 
grill is fitted. 

Australian distributors for Marantz 
equipment are Auriema (Australasia) Pty 
Ltd, 549 Pittwater Road, Brookvale, NSW 
2100. 


AIWA Cassette Deck 


Goldring Engineering (A’Asia) Pty Ltd 
now have available the new luxury Aiwa 
AD-1500 stereo cassette deck which has all 
the recognised high performance features 
such as Dolby B noise reduction and 
automatic bias and _ equalisation 
changeover for CrO2 tape as the cassette is 
loaded into the well. 

Manual switching is also provided for 
selecting equalisation and bias condition to 
suit different types of cassette tape. Six 
slider controls are provided for microphone 
and line mixing and for output level control. 
A ferrite record-playback head assures low 


Aiwa AD-1500 stereo cassette deck. 


head wear. 

A unique styling feature of the deck is the 
perspex dust cover which will stop dust 
building up on the horizontal control panel. 

Further information can be had from 
Aiwa stockists or Goldring Engineering 
(A’Asia) Pty Ltd, 26-28 Ricketty Street, 
Mascot, NSW. 


Sony have a new stereo amplifier which has a large number of control functions but 
manages to have a fairly clean simple layout. Eleven pushbuttons provide the input and 
output control functions while two slider knobs are used for the volume and balance con- 
trols. Continuous power rating is 18 watts per channel into 8-ohm loads or 22 watts per 
channel into 4-ohm loads. 

Balanced positive and negative supply ails are used in the power amplifier sections to 
enable direct coupling to the loudspeakers. This results in extended power bandwidth and 
good damping factor at the low frequency end of the spectrum. 

Further information can be had for the Australian distributors for Sony, Jacoby, Kempthorne 
Pty Ltd, 469-475 Kent Street, Sydney. 
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YOU’LL DISCOVER IT WHEN YOU VISIT YOUR FRIENDLY BLEAKLEY GRAY DEALER. 


Let’s be brutally frank. Some hi-fi equipment offers more value 
than others. Your Bleakley Gray dealer carries a range of hi-fi 
products which are firmly established on the world markets, 
backed by effective guarantees and after-sales service. This is 
the range which offers more audible value for your money. 


Your Bleakley Gray dealer sells Sansui equipment. /n_ his 
stock you will also find:— 


ALTEC LANSING — A superior range of wide range speaker systems 
from the U.S. Particularly well suited to the demanding require- 
ments of the discriminating audiophile. 

AMPEX — America's finest recording tape and cassettes. Ask about 
the brilliant new 20/20 tape — available in reels and cassettes. 
ORTOFON — Danish made tone arms and stereo cartridges. The 
brand chosen by professional users. Listen to the new M15 Super 
stereo cartridge — which offers the /owest distortion ever! 
SILCRON — Australian designed and made belt driven turntables. 
Silent and reliable. Available with arms, bases, covers, etc. 
TANDBERG — Norwegian tape recorders and cassette decks. The 
recently released cassette deck, the TCD-300 is, without doubt, 
the best cassette deck available in the world today. Tandberg reel 


to reel machines also offer a standard of reproduction audibly 
better than any similarly priced deck. 

THORENS — Swiss transcription turntables. The electronic TD-125 
Mk II is the unit selected by many of the world's reviewers and 
electronic buffs. Demand for the less expensive TD-160 still exceeds 
supply in both European and overseas markets. Both models avail- 
able with and without bases, arms, etc. 

WATTS — Record cleaning and maintenance equipment: The ‘‘Dust- 
Bug", Disc Preener, Humid Mop and Manual Parastat. Effectively 
maintains your records in as-new condition. 

WHARFEDALE — Probably Australia's most comprehensive range 
of fully compatible stereo equipment — amplifier, cassette deck, 
sound source (turntable, etc.), headphones and no less than eight 
speaker systems. Backed by over forty years manufacturing 
“know-how” by the most experienced audio engineers in the U.K. 


Need more proof? Visit your Bleakley Gray dealer. Soon. See 
for yourself just how much more audible value you get from 
his comprehensive range. And sleep easily, knowing your 
equipment is fully guaranteed, extremely reliable . . . and 
your money's been wisely invested. 


A division of Rank Industries Australia Pty. Limited RIA-—174GCP 


Bleakley Gray Corporation 
Australian National Distributors: Pty. Limited. 


Melbourne Office: 28 Elizabeth St.. Melbourne, Vic. Tel. 63 8101". 
Sydney Office: 177 Salisbury Rd., Camperdown, N.S.W. Tel. 519 5555°* 
Canberra Office: 25 Molonglo Mall, Fyshwick, A.C.T. Tel. 95 2144° 
Adelaide Office: 3 Bowen St.. Kensington. Tel. 32 4288 

Brisbane Office: 14 Proe St., Fortitude Valley, Qid. Tel. 52 7333 
Perth Office: 27 Oxford St., Leederville. W.A. Te/. 81 4988 


INTERSTATE REPRESENTATIVES: N.T. Pfitzner's Music House,Smith St, Darwin. Tel. 3801. Tas.: K. W. McCulloch Pty. Ltd., 57 George Street,Launceston. Tel. 2 5322 
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“S| CLASSICAL 
RECORDINGS 


Reviewed by Julian Russell 


Bizet — Carmen — Leonard Bernstein 


BIZET — Carmen. Complete opera in 
almost its original form. Marilyn Horne 
(Carmen); James McCracken (Don 
Jose); Tom Krause (Escamillo) ; 
Adriana Maliponte (Micaela) and others 
with the Manhattan Opera Chorus, 
Metropolitan Opera Children’s Chorus 
and Orchestra conducted by Leonard 
Bernstein. DGG Stereo 2740-101. Three 
discs in box with handsome brochure. 


The question of how to present Bizet’s 
Carmen — the accent, by the way, is on the 
second syllable — has vexed producers and 
artists ever since its first performance. It 
was originally written as a drama with 
music for the Paris Opera Comique, the 
traditional home of such works. It was 
premiered there just on 100 years ago — in 
1875 — and was a scarcely qualified failure. 
Bizet died three months after. The pill was 
as bitter for the composer as it had been for 
the comfortably bourgeois audience of the 
Opera Comique, at that time a house where 
one could expect to enjoy family en- 
tertainment. 

Later the opera was tarted up by many 
hand.s The spoken dialogue was given 
musical recitatives and redesigned into a 
sentimental operatic work suitable for 
performance in Grand Opera Houses. It was 
Bizet’s early death that has produced all the 
arguments for and against the changes 
made in his original version. Would he have 
or have not approved all the changes? It is a 
safe guess to write ‘‘not.”’ 

Since Bizet’s death the opera has been 
pulled both ways, with Grand Opera and 
Opera Comique as anchor man at opposite 
ends of the rope. Today, even in the Grand 
Opera version, some of the more vicious 
interpellations have been suppressed but, in 
its Grand Opera form, it remains essen- 
tially a sentimental piece with a ‘‘boy loses 
girl” theme. Happily it is not novelettishly 
resolved, and the principal’s surrounding 
characters changed into picturesque if 
improbable people. Gone is Bizet’s cutting 
edge, the sudden chilling effect of spoken 
dialogue and the carefully carved 
statements of his two fine librettists, 
Meilhac and Halevy. Even the opera’s 
essential rawness has largely disappeared. 
Carmen herself is presented as an applause 
seeking prima donna instead of a female 
tigress who can snarl even in ecstasy. Yet 
Bernstein’s version comes very close to 
success and the only recording I have heard 
that I like better is the Eurodisc with Lorin 
Maazel conducting. 

It may be noticed that both these versions 
are issued by German companies yet for 
many years the Germans have thought of 
Carmen as a German opera, bizarre as this 
must sound. But the claim is firmly based 
on their philosopher Nietszche’s use of the 
work as a cudgel to belabour his former 
friend Wagner. Bernstein for DGG has 


used, to a very large extent, Bizet’s original 
setting. So did Eurodisc and if I find the 
latter harder hitting if not altogether equal 
vocally to DGG’s, it is the conductor’s 
reading that seems to me the most im- 
portant factor. 

Bernstein, typically, I think, aims to puta 
more highly burnished finish on the work 
than Maazel, who plays it, without 
apologies, right into the hearts and nerves 
of his listeners. Bernstein’s version still 
belongs to such opera houses as the New 
York Met, where it was first performed last 
year. Maazel’s might — and I mean might 
—be successfully presented at such houses’ 
little brothere where its impact would hit a 
perceptive audience as with a hammer. 


Lack of space prevents a bar to bar 
comparison of the two so on this notice I 
will try to confine myself to the Bernstein 
performance. Bernstein’s, or any other 
conductor’s, chief difficulty in giving the 
original version is to get opera singers to 
speak their lines like stage actors — and 
vice versa. A double cast, one for the spoken 
lines, the other for the sung dialogue, seems 
a practical answer for a recorded per- 
formance. On the stage, this would, of 
course be impossible. But even with a 
double cast in a recording most listeners 
would find the matching of speaking and 
singing voices a disappointment. Thus you 
hear some curious French accents in 
Bernstein’s spoken — and often sung — 
dialogue and, though starting with the best 
of intentions, he has made slight alterations 
to the original score, mostly in the form of 
small omissions, which need not be men- 
tioned here. 

However, despite my preference for the 
Maazel set, the Bernstein performance 
certainly comes off. It is rhythmically 
exciting and has the incomparable ad- 
vantage of Marilyn Horne in the title role — 
as fine an all-round Carmen as might be 
imagined. Her characterisation of the part 
comes closer to its creator’s intention than 
any other I have ever heard, though I am 
tempted to wonder how it would compare to 
that of the now legendry Emma Calve’s. 
Horne’s voice is in marvellous form 
throughout its great range. Here is no sweet 
coy seductress but an anarchic gyspy, 
taking her pleasures where she can find 
them, immensely resourceful and just as 
immensely feminine and with an inborn 
sense of freedom that will brook no 
limitations. Nobody could be perfect in such 
a role but my guess is that you'll have to 
wait a long time to hear a better. As in the 
novel on which the opera was built, she 
completely swallows up her consort, Don 
Jose (James McCracken) despite his 
desperate search for dramatic and vocal 
equality. 

I enjoyed immensely, too, the Micaela of 
Adriana Maliponte, beautifully sung and 


perceptively acted. Tom  Krause’s 
Escamillo is good and masculine if not 
always as subtle as it might be. But Bern- 
stein’s conducting, though sometimes a 
little uneven, has its own strong in- 
dividuality. He takes the opening prelude at 
such a deliberate tempo that, despite its 
festive climate, it seems to stress the 
tragedy of what’s to follow. The threat in the 
“death” theme seems almost languid. Yet, 
in such places as the famous Seguidilla, he 
balances his orchestra against singer to 
such perfection that many will hear a 
counter theme there for the first time. 

In Act 2 he takes the Bohemian song very 
slowly to start with so as to consistently 
build up excitement to the climax at the 
end. His Quintet flies along at a Beecham 
tempo but at times lacks the delicacy of 
touch of that master. 

Yet it is an exhilarating exercise and I 
was sorry when it had to end. There are 
some touches you may not have heard or 
seen before, such as Carmen’s breaking of a 
plate into two pieces to use as castanets in 
the second act. The Act 3 prelude is a little 
masterpiece — a nice steady flute tone, an 
orchestral balance worthy of an 
apothecary, and all the ingenuity and 
lusciousness of Bizet’s scoring made 
audible to the crudest ear. Another touch 
worth waiting for: When the curtain rises on 
this act the first horn signal to the 
smugglers is heard at a distance then is 
echoed closer by the second. A small point 
perhaps but wonderfully effective. The 
Card Trio is more or less conventional but 
Carmen’s following song, opening with 
sinister quietness, building up into a 
thrilling forerunner of her inevitable death. 
I have never heard it sung more beautifully. 

If anyone ever faced death with dignity 
you will hear it here. A spine shivering 
experience. I would have liked to hear more 
of the marvellous cello figure in the ac- 
companiment to Micaela’s aria. Surprising 
this, because despite Bernstein’s care 
elsewhere it is almost inaudible here. The 
chorus is always magnificent and the or- 
chestra great. In the last act the almost 
constant clashing of the cymbals would 
have sounded intolerably vulgar in most 
other contexts but here add to the festive 
atmosphere. The whole set is a splendid 
achievement but despite the great dif- 
ference between Anna Moffo and Marilyn 
Horne in the title role I would like you to 
hear the Eurodisc, too, if you can find a set. 
It used to be issued by Philips but is now put 
out, if any are left, by Festival. 

* * * 
PROKOFIEFF — War and Peace 
Highlights. Soloists, Chorus and Or- 
chestra of the Bolshoi Theatre conducted 
by Alexander Melik-Pash Ayev. Melodia 
Stereo OASD7573. 

I suppose if you want to get a vague idea 
about what an opera is like these 
“highlight” issues might help. But the idea 
will, unhelped, remain a vague one. Who, 
for instance, from this two-sided disc 
running 50 seconds under an hour could 
imagine the scope of an opera which, before 
cutting, ran for seven hours, and even in the 
truncated form given at the Sydney Opera 
house ran for three hours without counting 
the single interval. Some of the English 
music critics who came to Sydney for the 
opening of the Opera House told me that, 
presented in its entirety, as a spectacle 
opera, War and Peace is very impressive 
indeed. In its cut form used in Sydney and 
mounted in a theatre too small to mount 
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If you design circuits, 
these cards are for you: 


Wireless World Circard 


Wien bridge bandpass filter 
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“Wireless World” Circards 


New circuit ideas are being developed at an ever-increasing rate in modern elec- 
tronics, and both professional designers and amateur enthusiasts are finding it in- 
creasingly difficult to keep track. Reference books have a tendency to be out of date, 
while information derived from magazines and journals is generally not in a form 
which directly permits convenient filing or reference. 

In an effort to assist with this problem, our well-known and highly respected UK 
associate magazine ‘Wireless World’ is publishing the Circard series of circuit 
design cards. Developed by four lecturers at the Paisley College of Technology, 
Circards are designed to present in very compact and convenient form the basic 
design information for a wide variety of circuit configurations. The circuits are 
grouped into series, each covered by a set of 12 cards supplied in a plastic wallet. 
Each card gives the basic circuit configuration concerned, a brief description of its 
operation, typical components, basic design parameters and the effect of variations in 
component values, and a list of suggested references. 

By special arrangement, we are making the first series of Circards available to 
Australian readers on a trial basis. If the response is good, we will be able to make 
further series available. The price per set is a modest $2.00 plus 40c for packing and 
postage. 


Circards Series 1, headed ‘Basic Active Filters’, covers: 


1 — Wien-bridge bandpass filter; 2 — Wien-bridge all-pass network; 3 — Voltage- 
controlled filters; 4 — Low-pass Sallen & Key filter; 5 — High-pass Sallen.& Key filter; 
6 Low, high & band-pass triple amplifier; 7 — Op-amp triple with phase com- 
pensation; 8 — Multi-feedback filter; 9 — Adjustable-Q twin-T notch filter;10 — Easily- 
tuned notch filter; 11 —Compound filters; 12 — N-path filter. 


TO: ELECTRONICS AUSTRALIA, P.O. BOX 157, BEACONSFIELD, NSW 2014 
Please send me sets of the Wireless World Series 1 Circards, at $2.40 
posted within Australia. (Please enclose only a cheque, money order, Australian 
Postal Order, etc., NOT CASH.) 
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anything but a pony it tended to be 
ludicrous, despite the exercise of much 
ingenuity on the part of the stage designers 
and scenery makers. The hour-long disc, 
aimed at picking the best bits, exposes, 
however, much that is weak in this opera. 

War and Peace, though based on the 
Tolstoi novel of that name, was composed 
as a propaganda opera in a spirit of 
patriotic fervour by Prokofieff whose wife 
furnished his libretto. Now Prokofieff could 
be, at his best, a very eloquent composer 
indeed, but somehow or other he didn’t 
seem to respond to the inspiration of war 
despite the wonderful defence of the Soviet 
by its millions of heroic citizens. A great 
English martyr, Nurse Edith Cavell, once 
said just before her execution by the Ger- 
mans, ‘‘Patriotism is not enough.” I feel 
this statement to be very apt in the case of 
Prokofieff and War and Peace. 

This ‘highlights’ disc contains 10 ex- 
cerpts from the opera, the longest running 8 
minutes 42 seconds, the shortest 2.46. The 
first item, a duet between two women, I 
found one of the most mellifluous passages 
in the Sydney Opera House performance. 
Since it occurs very soon after the curtain 
went up I was in great hopes of an enjoyable 

evening. Alas, things didn’t turn out that 
way, nor do they on the record. The 
engineering seems to draw extra attention 
to the wide vibrato that seems inseparable 
from the voices of Eastern European 
women singers. One of the singers is 
Vishnevskaya, the wife of cellist 
Rostropovich, who when she came to 
Australia with him a few years ago had a 
rock steady voice. Fhere are passages in 
this charming duet where her voice is just 
as steady but others where she has a 
distinct wobble. Her partner is Klepat- 
skaya. But, taken all through its brief 3 
minutes and six seconds, it makes a 
charming, tender interlude. 

Next, Bolkonsky’s Arioso from Scene 1 is 
sung by baritone Kibkalo. The vocal line is 
smooth but without much tension working 
towards an epilogue that improves on what 
has gone before. As a baritone solo I can’t 
imagine it ever offering any great com- 
petition to Verdi’s ‘‘Eri tu’’ from Ernani. 
Then comes four minutes 57 seconds of the 
famous Waltz Scene. This might well, one of 
these days, become the most popular item 
from the opera though it is much more 
conventional than others by the composer, 
such as the march from The Love of Three 
Oranges.”’ And at times, it must be faced, 
sounds downright banal. 

Vishnevskaya goes on to sing Natasha's 
Arioso from Scene 4 which also opens in 
waltz time but has a dramatic vocal line 
above the three-four orchestral part. The 
Eastern European throb in her voice is very 
noticeable here. Later in a more cantabile 
section her voice steadies and becomes 
much more alluring. The excerpt is brought 
to a most inconclusive ending. The next 
item, Scene and Chorus of the Militia (Scene 
8), is one only of several fine choruses in 
War and Peace. There is a quite startling 
effect with the unexpected entry of a 
number of side drums beating out a 
remorseless rhythm. Theatrically it has a 
most military effect. Among the stage 
characters some speak their lines 
(paflando), some almost declaim them in a 
kind of sung parlando, all successfully 
designed to give an atmosphere of warlike 


confusion. But you have to wait till the last 
item on this side, Scene on the Field of 
Borodino and Soldiers’ Chorus (Scene 8), 
for the full effect of the kind of male chorus 
one expects from a Russian company. 
Musically you have a perfect picture of the 
bustle of old time battle preparation — a 
piccolo rides over the top of all like a 
solitary fife — you then hear a couple of 
fine basses, their voices so much alike that 
they seem to provide a dialogue between 
twin brothers, followed by more side drums 
again hammering out an implacable metre. 
The chorus is really terrific, as rousing as 
any I’ve ever heard. Later a single flute 
conveys the wide sense of desolation. 

Side 2 opens with an expressive bass solo 
by Aleksei Krivchenya in the role of 
Kutuzov, the Russian commander-in-chief. 
Yet compared to some of his famous 
Russian peers he is not quite out of the top 
drawer. He, like so many others in the cast, 
has a wide vibrato and his low register is 
better than his high. However, his item also 
finishes with another stirring male chorus. 

The Burning of Moscow section has 
Prokofieff handling solo voices in his chorus 
in the manner of Moussorgsky in Boris 
Godounov. (How much better this opera 
would have been had Moussorgsky com- 
posed it.) An unnamed Napoleon sings a few 
bars impressively and there is again a fine 
chorus to end the excerpt. The disc finishes 
with Bolkovsky’s death scene in a peasant 
cottage and the finale to the opera. 


* * * 
BRAHMS — Symphony No 4 in E Minor. 
Concertgebouw Orchestra conducted by 
Bernard Haitink. Philips Stereo 6500 389. 


There are now so many alternative 
versions of recordings of Brahms’ Sym- 
phonies that most lovers of his music are 
likely to own at least one. With the great 
variety of choice available your personal 
preference is likely to outweigh any critic’s 
recommendation. Yet, if you’re looking for 
a new one, I do urge you not to decide until 
you hear this reading. For that reason I am 
dealing with it in rather more detail than 
usual. Haitink makes the first phrase 
almost caressing. There is no pugnacious 
assertion. Later in the first movement 
Haitink’s beat becomes a little rigid though 
despite this the music never fails to produce 
the effect of constantly moving forward. I 
didn’t find the middle working-out section of 
the movement particularly interesting. 
Tempo and proportions sound right but 
momentum is missing. However with the 
return of the first theme it takes on life 
again, though without the surprising impact 
it has in the symphony’s first few bars. 

There is some splendid horn playing, 
though it might be left unsaid that the 
Concertgebouw is fine all round, won- 
derfully accurate and in perfect balance. 
The tricky handling of a balance that 
preserves the solidity of Brahms’ scoring 
yet makes every voice audible is out- 
standingly successful and interest in the 
movement is completely restored towards 
the end. The delicacy of balance of the 
whole recording is particularly noticeable 
in the opening bars of the second 
movement, though here the horns, playing 
very softly at the time, sound a little 
squashy. The movement is marked Andante 
Moderato and seems to me a little short on 
the moderato aspect which gives it rather 
too solemn an atmosphere though it is all 
expressive enough in dynamic terms. In- 
terest grows with the introduction of the 
second subject and there is some fine, 


moving playing in the rest of the movement. 

The famous rumbustious scherzo frolics 
around sometimes like a frisky elephant, at 
others like girls around a maypole. I make 
no qualifications about the indisputable 
success of this movement and add happily 
that here there is nothing constricted about 
the horns’ tone in the trio-like middle sec- 
tion. 

Haitink makes a _ comparatively 
restrained statement of the theme at the 
beginning of the finale, in my opinion Brah- 
ms’ greatest orchestral achievement. But it 
soon becomes obvious that Haitink’s idea is 
to keep plenty in hand-for the final climax 
and you can trace how well this works as 
you go along. The famous solo bits in the 
middle of the movement are all splendidly 
played without sentimentalisation. The 
formal passacaglia on which the movement 
is strictly built is so skillfully disguised that 
it sounds, to an ear not searching for the 
ostinato theme, like a line of constantly 
changing melody. 

Haitink is careful to preserve the solidity 
of the movement by not increasing speed 
with volume. This movement can, of course, 
be made to sound briefly more exciting, but, 
to my mind, only at the expense of its 
classic structure. The sound is first rate. 

* * * 
Starlight Chorale — Choruses from operas. 
Hollywood Bowl Symphony Orchestra 
and Roger Wagner Chorale conducted by 
Roger Wagner. Capitol Stereo 10023. 

This odiously titled disc with its equally 
tasteless sleeve and American style printed 
gush about the contents will interest none 
but those freshly rescued from the even 
worse banalities of pop. True there is 
nothing wrong with the choruses presented. 
But plucked bleeding from their contexts 
they won’t do much to create interest in 
what, for want of a better term, is known as 
“classical’’ music. 

Bizet’s Carmen is represented by the 
chorus from the last act when the crowd 
greets Carmen and Escamillo before he 
enters the ring for the bull fight and Don 
Jose murders Carmen in his absence. It is 
all as showy as the cover. The Pilgfims’ 
Chorus from Tannhauser is sung well at 
first — unaccompanied, of course. But the 
phrasing suggests, in some way, an oratorio 
choir rather than an operatic chorus. Later 
it swells up conventionally but finishes off in 
a very truncated way. 

The Triumph Scene from Aida is im- 
proved, on my equipment, by a cut back of 
the treble frequencies. With the ballet 
music omitted it makes only a,shortish item 
but succeeds in sounding triumphal, and 
moreover is not cut off cursorily but goes on 
to the normal end of the act. 

I liked the next item, the Waltz and 
Chorus from Gounod’s Faust, the best on 
the disc. It is played in lively fashion by the 
orchestra which has more to do here and 
moreover does it well. Orchestra and choir 
are well in balance. From memory — I 
didn’t have a score handy — there are some 
cuts but the music flows smoothly despite 
them. The Anvil Chorus from Verdi’s II 
Trovatore is taken at a good brisk tempo, if 
without very much light and shade. In all 
the items mentioned so far the diction of the 
chorus is such that I defy anyone to identify 
the language used. 

The Wedding Chorus from Lohengrin — 
perhaps better known to you as the Wedding 
March — the one usually played after the 
ceremony—is taken a little more staccato 
here and there than is usual but is otherwise 


quite conventional. 

From Madam Butterfly you have the 
Humming Chorus — one of Puccini's more 
banal melodies, its only novelty being that it 
is hummed instead of sung. This is not 
meant to disparage either Puccini or 
Madam Butterfly. I have a vast admiration 
for them both, and for most of the other 
operas Puccini wrote. If you are sufficiently 
interested in such things you might enjoy 
yourself guessing when the chorus is going 
to take the next breath — so clearly audible 
is this intake. 

The Soldiers’ Chorus from Gounod’s 
Faust completes the recital — a still more 
banal tune than the one in Butterfly, if that 
were possible. But it improves a bit in the 
middle section and at least sounds manly. 

* * * 
SCHUMANN — Piano Concerto in A Minor. 
FRANCK — Symphonic Variatiens for 

Piano and Orchestra. Ingrid Haebler 
(piano) with the Concertgebouw Or- 
chestra conducted by Eliahu Inbal. 
Philips Stereo 6500 414. 

Bearing in mind Miss Haebler's well- 
earned reputation as a te gins in 
Mozart’s piano music I played the Franck 
Variations first because I thought I could 
guess how she would play the Schumann. 
Somehow I couldn’t imagine how she’d 
tackle the Franck. Hers is an elegant 
performance though some of the more 
forceful statements don’t carry, at times, 
all the weight they might. The orchestra is 
first class, matching its style to the soloist’s 
whatever difference of opinion might exist 
between them. The balance between or- 
‘chestra and pianist is faultless. I am afraid 
that after a little while Miss Haebler’s 
account of the work begins to sound a little 
staid. Every perfectly shaped sentence 
sounds a tiny bit matter-of-fact. It is all 
rather like a beautiful waxwork model than 
something of real flesh and blood. Here and 
there, however, it comes to life very ex- 
citingly indeed. 

The second part of the variations — if this 
section can be so described — sounds as if it 
was recorded in an entirely different ac- 
coustic environment, without however, 
making one feel uncomfortable about it. 
Throughout the pianist’s sibel aapaees one 
cannot fail to admire the beautiful spacing 
of the fast passages, even if the total result 
is a little prim. I can only describe it as an 
exhibition of the coolest elegance with every 
accessory in exactly the right place. 
Towards the coda I thought the balance 
moved a little towards the pianist’s favour 
and here especially the tempo remains very 
deliberate where one might have expected 
at least a trace of excited hurry. 

After a very authoritative opening to the 
Schumann Miss Haebler returns to her 
strict time, almost metronomic style. There 
are, of course, passages where she relents 
and adds some very subtle inflections in- 


eed. 

It is all deliciously fastidious but, I am 
tempted to add, as reserved as a box at a 
Royal Command Performance. The 
technique remains as immaculate as ever 
throughout the movement. 

Miss Haebler introduces no surprises into 
the delicious little slow interlude — it is 
hardly long enough to call a movement. But 
here I am full of admiration for the way 
Inbal doesn’t overdo the romanticism of the 
exquisite cello passages and so put them up 
against the lofty classicism of the pianist. 

The last movement is a beautiful example 
of rhythmic playing. 
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NEW ALL-TRANSISTOR STEREO AMPLIFIERS WITH 
IN-BUILT A.M. TUNER ULTIMATE IN DESIGN— 


LONG DEPENDABILITY using all silicon transistors 50 WATTS 


SPECIFICATIONS 

POWER OUTPUT 

25 watts per channel R MS Tota! output 
50 watts RMS 8 Ohms 
FREQUENCY RESPONSE: 

20 cycles to 40,000 + Idb 

HUM & NOISE: ~— 
Aux. 70db. Mag. 60db 
INPUT SENSITIVITY: 
Mag. 2mv. Aux. 250mv 
EQUALISED: 

Mag. RIAA 

TONE CONTROLS: 
Bass 50 ¢c s + 13db. Treble 10kc 5 
15db _ 

HARMONIC DISTORTION. 

Less than 0.5 per cent 

LOUDNESS CONTROL: 

50 ¢.s 10db 
SCRATCH FILTER: 
(high filter) at 10kc 
RUMBLE FILTER: 
(low filter) at 50¢ s Sdb 

PROVISION FOR TAPE RECORDER. 
Record or play back with din plug 
connector 

SPEAKER SWITCHING: 

Two sets of speakers can be connected 
and selected by switch on front panel 
they can also be driven together 
HEADPHONES: 
Headphone jack 
Panel 
DIMENSIONS: 
16 “in X 11in deep X 5” high Weight 
16ibs 
TUNER: 
This unit 


Ss Sdb 


is Situated on front 


incorporates a transistor 
tuner with a coverage of 530 to 1,600 K.C 
Calibrated dial available for all states 
POWER SUPPLY. 

Regulated power supply with switching 
Protection for output transistors 
SEMICONDUCTORS. 


30 silicon transistors plus 7 diodes. 


— NEW MA 


FR 
POWE 
DRIVE UNITS: 


Magnavox 8-30 High Performance 8in Bass Unit e 
Magnavox 6.J— 6in Mid Range Speaker e Philips 


High Fidelity Dome Tweeter 
COMPLETE SYSTEM in 1.6 cubi 


RMS 


$ 1 69.00 Plus Freight 


(cabinet extra) 


Model C700-T (with Tuner) 


Amplifier 
Model C.700 
$139.00 Plus Freight 
Cabinet Extra 


Provision 
Channel 


All units wired with sockets & control for simulated 4 channel only requires the addition: 


of two extra speakers, also output socket for decoder. 
Cabinets for aEice amplifiers in Teak or Walnut Oiled Finish with matching metal trim 


$10.00 extra 


Only 


eos 
* CFE EVES 


For 4 


20 WATT STEREO SYSTEM FOR $199.00 


MONARCH 20 WATT STEREO AMP WITH SEPARATE BASS & TREBLE CONTROLS, LOUDNESS 
CONTROL & HIGH FILTER. 


SE et ES EE ESA 
THE NEW GARRARD 3-600 CHANGER WITH SHURE M75-6 MAGNETIC CARTRIDGE FITTED 
WITH CUEING CONTROL & ANTI - SKATE, FITTED IN BASE WITH PERSPEX COVER. 


IMPORTED TWO WAY BOOK SHELF SPEAKERS. 


GNAVOX-ROLA 3 WAY SPEAKER SYSTEM — 


EQUENCY RESPONSE 35Hz to 25KHz 

R HANDLING CAPACITY 30 Watts R.M.S. 

SPEAKER KIT: (less cabinet) comprising 1 8-30 speaker, 
1 6J speaker, 1 Philips dome tweeter, 1 1mh. in- 
ductance, 1 8 mfd. & 1 4mfd. polyester condenser, 1 3’’ & 
1 6" tube, innabond & speaker silk, plans for cabinet. 


(regret no mail orders.) 


c ft. cabinet. In 


Walnut or Teak Veneer (Size 24” x 15 4" x 11”). 


$72.00 ea. Regret no Mail Orders for Complete System. 


PLAYMASTER 136 
STEREO AMPLIFIER | 


As featured in 
Dec 72 issue 
of Electronics 
Australia 


High fidelity amplifier with an output of 13 
watts R.M.S. per channel, frequency 
response 20Hz to 120kHz, distortion 0.2% 
mag. input equalised to RIAA, bass & 
treble controls, provision for simulated 4 
channel. 

Complete kit of parts including All 
Transistors. $65.00 as above but less 
Fairchild special transistor offer $58.00. 
Reg postage $2.00 extra. 


CLASSIC 


$40.00 Reg. Post & Packing $3 Extra. 


At last a breakthrough in the 
cost for high quality portable 
radio transceivers of the walkie- 
talkie hand-held type. We are 
introducing and offering for sate 
a fully PMG approved tran- 
sceiver. 


MIDLAND 1 WATT 
TRANSCEIVER 
MODEL 13/700 


For 27240 or 27880 Khz ration 
(state which required) with 
switch position for additional 
channel, tone call signal, noise 
squelch control, circuit contains 
12 transistors, diode and ther- 
mistor, ‘I'ransmitter stability 
crystal controlled .005 . Aerial 
13 section telescopic. Powered 
by 8 1.5v UM3 batteries. Range 
up to 10 miles depending on con- 
ditions. Size 8'%1n by 3% x 2in. 
Price $39.50 per unit. 


As an added feature to the 136 amp we 
have added provision for headphones with 
phone jack & switch mounted on front 
panel which is silver anodised with black 
lettering & matching knobs. We have also 
had a special transformer wound for this 
unit with separate 6v winding for indicator 
bezel & with electrostatic shield. 


Post & Packing 
$1.50 extra (reg. 
Post) 


245 PARRAMATTA RD, HABERFIELD 2045 
PHONES 798 7145, 798 6507 


RADIO 
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The views expressed by correspondents are 
their own and are not necessarily endorsed 


by the editorial staff of ‘Electronics 
Australia’. The Editor reserves the right to 
select letters on the basis of their potential 
interest to readers and to abbreviate their 
contents where this appears to be ap- 
propriate. 


Current-limiting supply 


In the October issue Ian Pogson describes 
the useful current-limiting circuit of A.E.T. 
Nye anda means of adding a facility to drop 
the output voltage and current to zero under 
overload conditions. 

This facility may be added to Nye’s cir- 
cuit by the much simpler process of adding 
a diode D3 between the zener point and the 
output. This normally has a small reverse 
voltage across it and does not affect the 
operation of the circuit until current 
limiting occurs and the load voltage starts 
to drop. It will then become conducting, 
diverting current from the zener diode, 
reducing the load voltage further. At low 
output current settings, the output is thus 
boot-strapped down until only the zener 
current flows through it. At high current 
settings, a current foldback action occurs, 
again reducing the output close to zero. 

Apart from simplicity, the advantages of 
this modification are that: 

(1) The circuit is not prone to oscillation. 
(2) The circuit will boot-strap itself up into 
the conducting mode again, making it 
unnecessary to remove the load or the input 
voltage. (At high current settings the 
characteristics are completely reversible; 
at low current settings hysteresis of about 
25pce in the load resistance exists). 

Dr P. C. Bury, 

Physics Department, 

Victorian College of Pharmacy. 


COMMENT: Dr _ Bury’s alternative 
modification certainly seems an interesting 
one, and well worth trying. Ian Pogson is 
currently doing further work along these 
lines, the results of which we hope to publish 
shortly in the form of a constructional 
project. 


Dimmers and RFI 


This letter, refers to the subject of RFI 
(Radio Frequency Interference), or as it is 
sometimes called, EMI (Electro-Magnetic 
Interference), in connection with your 
published lamp dimmer designs. 

For general speed controls ‘‘zero-cross”’ 
switching techniques are excellent, with 
almost complete elimination of RFI. 
Control and triggering functions for this 
method are now available in IC form, ie, 
uA742 (Fairchild), MFC 8070 (Motorola) 
and CA3059 (RCA). 

Zero-cross, however, is not suitable for 
light dimmers as energy is supplied in 
bursts. It is my experience that this results 
in an extreme flashing effect, the rate of 
which is in accordance with the amount of 


illumination. The nearer the illumination to 
full, the greater the flashing rate until it 
reaches a rate which cannot be detected by 
the eye. 

I now draw upon the article in EA April, 


1973. The difficulties of typical commercial; 


light dimmers I have found are just as the 
article says, the cheaper ones especially. 
The light dimmer circuit presented in this 
issue is said to have considerably reduced 
RFI. The point I wish to raise is what is 
meant by this? How can the amount of RFI 
radiated by either the dimmer and/ or the 
power lines be measured? 

Surely if a light dimmer producing RFI is 
installed in a house then the complete 
wiring of the house will act as an antenna 
and have an appropriate pattern, etc. If all 
houses installed such devices then the whole 
electric grid of a state could become a 
really giant antenna producing all sorts of 
problems. 

As far as Iam aware no standards exist to 
limit the amount of RFI in light dimmers, 
speed control etc. I have no idea of how 
much various state electricity authorities 
are aware of this problem. Furthermore I 
do not know what would be a reasonable 
level of RFI to permit and in what 
frequency limitations would be put on it, 

D. Kiss (East Malvern, Vic). 


COMMENT: We know of no accepted 
standards or recommendations concerning 
dimmer RFI, either, and we agree that 
some action in this regard would be very 
desirable. In view of the difficulty of 
measuring RFI we have checked our own 
dimmer designs empirically, ensuring that 
no significant interference is caused to 
either hi-fi equipment or a standard radio 
receiver tuned to local broadcast stations. 


Parts for keyboards 


In your November ‘1973 issue of Elec- 
tronics Australia, page 47 you have an 
article entitled ‘“‘Morse Code Keyboard 
Uses IC’s, Novel Encoding System’’. 

Towards the end of the article you refer to 
the possible difficulty of obtaining the 
necessary parts in Australia. To assist in 
this regard we can advise that NS Elec- 
tronics is able to supply all the IC’s listed as 
well as the 2N2222 and suitable keyswitches 
from the FR range we represent. 

G. Drury, 

Manager, Systems Division, 
NS Electronics Pty Ltd. 
(Bayswater, Vic). 


Listening to the World 


As a long time reader of your magazine 
and a DXer for a number of years I wish to 
express my concern at the dropping of the 
DX notes ‘“‘Listening to the World”’ from the 
magazine. I have been a reader of, and user 
of these notes for the last 10 years and have 
always found them very useful in the 
pursuit of the DXing hobby. 

Could you please reconsider the decision 


World's Best Loudspeakers 
MADE IN GERMANY 


SOLE AGENTS IN 
AUSTRALIA 


RECORDED 
MUSIC SALON 
ww BASE 


LOUDSPEAKER 
Diam. 245mm. 

8 ohms. 
Frequency range 
20 cycles to 
4000HZ. 

106,000 Maxwells. 


MIDRANGE 
SPEAKER 
Diam. 
130mm. 8 
ohms. Fre- 
quency range 
400-12,000HZ 
54,000 
Maxwells. 


TWEETER 
Diam. 74.5mm. 
8 ohms. 
Frequency 
range 5000- 
35,000HZ. 
18,000 
Maxwells. 


SCHAUB-LORENZ 


Incorporating crossover network e@ Power 
handling capacity 45 watts e Peak power capa- 
city 90 watts. 


RECORDED MUSIC SALON, 
11 COLLINS ST, MELB. 
C. PINCZEWSKI. TEL 63-6257 
63-3870 


“INNERBOND" 


(Regd.) 


BONDED 
ACETATE 
FIBRES 


FOR PACKING IN 
SPEAKER ENCLOSURES 


A new resilient Bonded Wadding made from 
ultra fine Cellulose Acetate Fibres that gives 
high efficiency for sound absorption 
“INNERBOND” is light, clean, dust-free and 
easy to handle. Because all the fibres are bonded 
“INNERBOND’” will nang as a ‘curtain’ and 
will not fracture or break down due fo vibration 
“INNERBOND’” is odourless, highly resistant to 
attack by bacteria or fungus and is vermin 
repellant; ‘‘INNERBOND" at 160z sq. yd. has a 
normal thickness of 1°’ and at this density is 
recommended as a packing in speaker en 
closures for sound absorption 


If unobtainable 
For 1 sq. yd. as above send $2.00 
For 2 sq. yds. as above send $3.75 
For 4 sq. yds. as above send $6.50 


Postage paid in Australia and Territories 
to the manufacturers 


WONDER WOOL 


PTY LTO 


87 JAMES STREET, LEICHHARDT, 
NSW 2040 
Box 548 — GPO, Sydney 2001 
Phone: 56 2780 
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IN 3 WEEKS 


YOU PLAY 


SGUITAR 


Have 
fun, friend- 
ships with 
music. Play 
e@ GUITAR 
e ELECTRIC 
GUITAR e ORGAN 
e DRUMS e PIANO. 
Succeed quickly 
‘with this amazing 
“Learn-at-home” Method. It’s alive 
with fast learning enjoyment. You 
quickly advance from beginner to 
popular player or pay nothing. In- 
strument also available. Send coupon 
now for FREE Booklet giving 
details of the easy lessons that start 
you playing in 3 weeks. 


contra woe aera ee 


REE bUUh COUPON 


| 
MELODY MUSIC, STUDIO 199 | 
405 SUSSEX ST, 

BOX 3689 GPO, SYDNEY 2001. | 

{in New Zealand, Box 2820, Auckland) 
Please mail me this FREE Booklet. | enclose | 

7c stamp towards mailing costs. 

| 
4 


ee ee ow ow 


My favourite 
instrument is.......... 


LETTERS 


to drop this page as there surely are many 
like me who will mourn the passing of the 
only national coverage of notes for the 
DXing hobby. 

D. E. Porter (Kapunda, SA). 


I have just been told that you plan to 
discontinue the section ‘Listening to the 
World’’. 

Iam very disappointed that you are going 
to do this and I know there are many other 
DXers throughout Australia who agree with 
me. Many readers including myself only 
buy Electronics Australia for Arthur 
Cushen’s section. 

I thought Electronics Australia was a fine 
publication catering for many interests but 
to break it down to Hi-Fi and Projects is 
disappointing. Since Mr Cushen took over 
the section in 1952 from Mr Simpson, the 
section has grown to a very fine production. 
It was disturbing to see the section cut down 
to one page from its original 2-3 pages. 

You must reconsider your decision. 
“Listening to the World” is an integral part 
of Electronics Australia. It separates it 
from any other Australian electronics 
publication. Please don’t let Electronics 
Australia become just another tinpot Hi-Fi 
Magazine. 

C. Tyson (Wembley, WA). 


COMMENT: These letters are represen- 
tative of those received since we were 
forced to discontinue the ‘‘Listening to the 
World”’ feature, in order to bring the con- 
tent of the magazine more into line with 
whal readers as a whole seem to want. It 
was an unhappy decision to make, par- 
ticularly in view of the many years during 


which the DX notes were a regular feature. 
Unfortunately the fact had to be faced that 
there is a definite limit to the space 
available in the magazine! 

The decision is not necessarily a final one, 
however. Depending upon circumstances, 
the feature could yet be reinstated. 


Cascode problem — more 


Re Letters to the Editor, November, 
‘“Cascode Problem.”’ I would refer A. C. 
Rechner and other readers to ‘Basic 
Television’ by Grob; ‘Introduction to 
Television Servicing’ by Swaluw and Van 
der Woerd (Philips Technical Library); A. 
W. V. ‘‘Radiotronics’’, April 1953 (Vol 18, No 
4); and A. W. V. ‘‘Radiotronics’’, August 
1955 (Vol 20, No 8). 

Taking all readings together, it would 
appear that the inductor is the anode load of 
V1. In conjunction with stray capacitances 
at each end it forms a broadly tuned circuit. 

It is not described in all A.R.R.L. 
literature as a neutralising inductor; the 
Handbook for 1955 describes it so, but the 
Handbook for 1965 says it is for matching 
impedances between the valves. 

J. C. Redman (Wallsend, NSW). 


COMMENT: While these references will no 
doubt prove helpful, we have the impression 
that the original correspondent was seeking 
to delve a little further into the analysis. It 
is still not entirely clear, for example, why 
the first valve in the cascode pair would 
need an anode load additional to that 
provided by the second valve, when 
presumably the aim is to transfer as much 
signal as possible into the second valve 
input. If the coil performs impedance 
matching, it would be interesting to see its 
action analysed in detail. @ 


Your future isa 
Challenge -io both ofus 


Company Kepresentalive 


It's good to know someone cares about your future, just as 
much as you do. On this page are 236 different ICS career 
choices. With each course comes the personal attention of 
individual tutoring, the most advahced home study methods 
~—to give you the best start to a successful future. Take up 
the challenge for a better tomorrow. Check the list, select 
your course. Mail the coupon right now and we'll send you 
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full course details. 


ICS SCHOOL OF ACCOUNTANCY 

Inst of Chartered Secretaries & 
Admiaistrators, 

Commercial Education Society of 
Australia --- Diploma in Accounting 

Bookkeeping & Office Practice CES 
Certificate 

Inst of Affilate Accountants MIAA 
Degree 


ICS HOTEL MOTEL MANAGEMENT 
SCHOOL 


Hotel Motel Management 


ICS SCHOOL OF DRAFTING 
Drafting 

Mechanical Drawing & Tool Design 
Electrical & Electronic Drafting 
Structural & Architectural Drafting 
Urafting for Air Conditioning 


ICS SCHOOL OF ELECTRONICS 

Electronics Technician 

Communications Broadcasting Specialist 

Industral Electronics Specialist 

Electronics Computer Servicing 
Specialist 

Audio. Radio, Hi Fi, Sound Systems 
Specialist 

ICS SCHOOL OF TV SERVICING 

TV Service Technician 

ICS AUTOMOTIVE SCHOOL 

Automotive Mechanic 

institiite of Automotive Mechanical 
Engineer (General Craftsman & 
Associate Member) 


Queensiand “A Grade Motor Mechanic 

Queens:and 'B Grade Motor Mechanic 

Victorian Aulomotile Chamber of 
Commerce {Senior Motor Mechanic or 
A Grade Certiticate) 

Hasic Motor Engineering 

ICS SCHOOL OF REFRIGERATION & 
AIR CONDITIONING 

Heating Ventilation Aw Conddioning 
Retrigeration Technology 

Air Conditioning & Refrigeration 
Technology 

Commercial & Domestic Refrigeration 
& Air Conditioning Servicing 

Domestic Appliance & Refrigeration 
Servicing 

Ait Conditioning Technology 


ICS SCHOOL OF BUSINESS STUDIES 

Administration and Management 

Institute of Sales and Marketing Exec 

Institute of Business Administration 

Conimercral Education Society of 
Australia—Diploma in Management 

Industrial Management 

Works Management 

Office Management 

Personnel Management 

Sates and Marketing 

Institute of Sales and Marketing 
Execulives 

Sales Management 

Retail Departmental Management 

Retail Salesmanship 

Creative Saiesmanship 
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Comprehensive Selling 

Advertising and Public Relations 
Advertising Institute of Australia 
Public Relations 

Secretarial 

Institute of Private Secretaries (Aust } 
Stenography 

Cleck Typist 


COMPUTER PROGRAMMING ANDO DATA 
PROCESSING 

Complete Programaung and Data 
Processing 

Genera! Computer Programming 

Coho! Programming 

1 BM System Analysis 

Business Data Process nq 

Fortran IV Programming 

ICS SCHOOL OF GENERAL EDUCATION 

Public Examinations 

School Certificale-- NSW 

High Schoo! Certificate NSW 

Revision Tuition Prior to 61h Form 
Studies 

Jumor Public Examination~ Qid 

Senior Public Examination- Old 

Leaving Certificate—S A 

Matriculation SA 

Higher Schooi Certihicate Victoria 


ICS SCHOOL OF BUILDING AND 
ARCHITECTURE 

Building Contractor 

Building Sciences Dipioma 

Quantity Surveyor 

Buitding Supervisor 

Clerk of Works 

Architectural Assistant 

Carpentry & Joinery 

Basic Building 

Critical Path Analysis 

ICS SCHOOL OF ENGINEERING 


Civit and Structural 
Structurai & Concrete Engineering 


i 
i 
E 
i 
Pass 


Crvil Engineering 


Overseer of Works 
Structural Engsneering 
Surveying and Mapping 
Engineering Mathematics 


Electrical 


Electricat Engineering 

Electrical Mechanic 

Electric Motor Repair & Servicing 
Industrial Electrician 


Mechanical 


Mechanical Engineeting Technology 


Electric Welding 


Gas & Electric Welding 
Works Management 
Engineering Mathematics 
Hydraulic & Pneumatic Power 


Fire 
Graduate stip 
Associateship 


Preliminary 


(CS SCHOOL OF INDUSTRIAL 
CHEMISTRY 

tndustrial Chemistry 

Industrial Metatlurgy 

Plastics 


ICS SCHOOL OF ART 
Commerciat Art 

Recreational Art 

Water Colour & Oi! Painting 
Cartooning 

Snowcard & Stgn Production 


ICS SCHOOL OF CREATIVE AND 
PROFESSIONAL WRITING 

Protessional Writing & Scnpt Writing 

Professional Writing 

Short Story Writing 

Freetance Journalism 

The Way To Write 


Graduatestip & Associateship 
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internatvonal Comesponduence Schuuls, 

Dept 400 400 Pacitic Highway 

Crows Nest, NS W 2065 

and 182 Wakeficid Street 

Wellington, New Zealand 


Please provide me with Career information on 


Name (Mr. Mis Miss) 


Address. 


LB3.4874 


This is the Hi-Fi Year 20 A.S. Twenty 
years AFTER SANSUI. Twenty years 
after Sansui successfully introduced 
a hi-fi amplifier to the world markets. 
Twenty years of Sansui achievement. 
Twenty years of dramatic changes on 
the hi-fi scene. We've seen the 


introduction of the stereo recording... 


and four channel equipment... and 
Sansui has been there, pioneering 


research and development for the ever 


growing international audio market. 


Today Sansui equipment leads the 
field, at home in Japan and overseas. 
Sansui's formidable reputation has 
been built around the performance 
and reliability of the Sansui product. 


With Japan's most dedicated electronic 


engineers at the drawing boards and 
supervising production, it’s not 


Sansui sets world wide standards for 
audio equipment. You're always ahead 
technically when you buy Sansui. And 


you get extraordinary value for money. 


What's in the Sansui range in the Hi-Fi 


Year 20 A.S.? 
(J STEREO AMPLIFIERS [() FOUR 


CHANNEL AMPLIFIERS AND RECEIVERS 


[1] FOUR CHANNEL “ADD ON” UNITS 
() STEREO TUNER/RECEIVERS 

(] SPEAKER SYSTEMS () TUNERS 
[] HEADPHONES [(] TWO AND 
FOUR CHANNEL TAPE DECKS 

(] STEREO CASSETTE DECKS 

[] TURNTABLES/SOUND SOURCES 
[] MANY AUDIO ACCESSORIES. 
Sansui equipment is distributed 
throughout Australia by the Bleakley 
Gray Corporation Pty. Limited, a 
Division of Rank Industries Australia 
Pty. Limited. Sales and service 
facilities are nation wide... and 
Sansui performance is matched only 
by the enthusiasm of the specialist 


surprising. See your Bleakley Gray dealer! hi-fi stores ... the men who sell Sansui. 


Sansui equipment is manufactured by:— Sansul Electric Co. Ltd., 14-1, 2-chome, 
Izumi, Suginami-Ku, Tokyo, Japan. 


Sansui Distributors: Australia, excluding W.A.; 


Bleakley Gray Corporation 


RIA — 1748 


Melbourne Office: 28 Elizabeth St.. Melbourne, Vic. Tel 63 8101* 
77 Salisbury Rd., Camperdown, N.S.W. Tel. 519 5555° 


Sydney Office: 7 : 
Canberra Office: 25 Molonglo Mall, Fyshwick, A.C.T. Te! 95 2144° 
A division of Rank Li red k Adelaide Office: 3 Bowen St., Kensington. Tel. 32 4288 
industries Australia 2 RET . Brisbane Office: 14 Proe St.. Fortitude Valley, Qld. Tel. 52 7333 
Pty. Limited. W.A. DISTRIBUTORS: Atkins Garlyle Limited, 1-8 Milligan St., Perth, 6000. Tel. 22.0191. 


3801, Tes.: K. W. McCulloch Ply. Lid, 57 George St, Launceston. Tel. 2 5322 
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\@) NEWs HIGHLIGHTS 


Pioneer 10 Jupiter probe successful 


Man’s first spacecraft to the planet 
Jupiter reached the giant planet on 
December 3, after a 1,000 million-kilometre 
(620 million-mile) journey that began ap- 
proximately two years ago. Pioneer 10 
approached Jupiter to a distance of 131,400 
kilometres (81,000 miles), taking pictures of 
the brightly-coloured planet and returning 
physical data that will provide scientists 
with new information on Jupiter. 

Pioneer 10 overcame the first major 
hurdle of its 21-month mission when it 
successfully navigated the asteroid belt, the 
mass of rock and space debris that lies 
between the orbits of Mars and Jupiter. The 
spacecraft established that the high- 
velocity asteroidal particles in the asteroid 
belt are infrequent, and pose little hazard to 
outer planetary missions. Pioneer 11, 
scheduled to encounter Jupiter in ten 
months’ time, entered the asteroid belt last 
August. It will exit in March. 

A few hours before its closest approach to 
Jupiter, Pioneer 10 returned data on the 
intense radiation belts that surround the 
planet. The data indicates that these 
radiation belts are a million times stronger 
than Earth’s belts and increase in intensity 
by a factor of 100 for each radius of Jupiter 
closer to the planet. More importantly, the 
data received will be used to determine the 
trajectory of Pioneer 11, and will determine 
whether Pioneer 11 can safely approach 
Jupiter to within 32,000 kilometres, close 
enough to use Jupiter’s gravity to make the 
first trip to the next planet, Saturn. 

In addition to its findings on the asteroid 
belt whilst en route to Jupiter, Pioneer 10 
has returned a large amount of information 
on the solar atmosphere. One fact discov- 
ered is that, contrary to predictions, the 
solar atmosphere shields the solar system 
from cosmic rays at least as far out as 
Jupiter’s orbit. 

Spacecraft operations during the Jupiter 
encounter were complicated by the 92 
minutes of round-trip communications 
time, and the need to send 10,000 commands 
to the spacecraft in the two weeks centred 
on the closest approach to Jupiter, the most 
commands ever handled by the Deep Space 
Network. Operational strategy was to set 
most of the spacecraft’s systems in one 
standard mode throughout encounter, with 
most of the commands going to the 
spacecraft’s imaging system. 

Data returned by Pioneer 10 during the 
encounter period with Jupiter includes: 

@ information on the mass and orbits of 
many of Jupiter’s moons; 

e low resolution pictures of the four large 
inner moons; 

e temperature measurements; and 

e information on the surface characteristics 
of the four large inner moons. 

A prime objective of the spacecraft was to 
search for evidence of an ionosphere and an 
atmosphere on Jupiter’s second closest 
moon, Io, the most reflective object in the 


This picture of the planet Jupiter, with one of its moons (right), was recorded by the Pioneer 


10 spacecraft approximately 20 hours 


before its closest approach to Jupiter. The 


photograph has suffered considerable degradation during the wirephoto process. 


solar system. In addition, Pioneer 10 
measured the total mass of Jupiter, de- 
termined the amount of polar flattening to 
within one-half mile, and returned magnetic 
field data which will be used to calculate the 
fluid composition and structure of Jupiter’s 
interior. 

The Pioneer 10 mission has set an array of 
records. These are as follows: 

e Pioneer 10 has travelled farther and faster 
than any other man-made object. Its launch 
speed of 51,704 km/hr (32,114 mph), a 
record in itself was surpassed by its speed 
at closest approach to Jupiter of 132,000 
km / hr (82,000 mph); 

@ it has communicated many times farther 
than any other communications system, 
and may maintain communications from as 
far out as Uranus’ orbit, almost two 
thousand million miles away; 

@ it was the first spacecraft to fly beyond 
Mars’ orbit, first to cross the asteroid belt, 
and will become the first man-made object 
to excape the solar system; and 

@ it is the first NASA spacecraft to ex- 
clusively use nuclear power. 

Pioneer 10 weighs 260 kilograms (570 
pounds) and is spin stabilised, providing its 
instruments with a full circle scan of five 
times per minute. It uses nuclear sources 
for electric power, as sunlight is too weak in 
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the Jupiter region for an effective solar 
powered system. The spacecraft has a 2.75 
metre dish antenna which pointed back 
towards earth through the mission, and 
adjusted its view by changes in spacecraft 
attitude as the home planet moved in its 
orbit around the Sun. 

Teamed with the spacecraft were the 
three incredibly sensitive ‘“‘big dish’? an- 
tennas of NASA’s Deep Space Network, 
which retrieved the data transmitted by 
Pioneer 10. Pioneer’s 8 watt radio signal 
from Jupiter reached these antennas with a 
power of 1/ 100,000,000,000,000,000 watt. 
Collected and stored for 19 million years (if, 
in fact, this could be done) this energy 
would light a 7.5 watt Christmas tree bulb 
for only 1/ 1,000 of a second. 

Pioneer 10 is now heading out of the Solar 
System. It will cross Saturn’s orbit in 1976, 
Uranus’ orbit in 1979, Neptune’s orbit in 
1983, and in 1987, 15 years after its launch, 
the orbit of Pluto, the boundary of the Solar 
System. Pioneer’s destination among the 
stars will then be somewhere in the Con- 
stellation Taurus. The spacecraft carries a 
plaque which is intended to inform any 
intelligent beings who may find the 
spacecraft, perhaps in millions of years 
from now, exactly where the spacecraft 
came from, and who sent it. 


Shipborne satellite 
communciations 


The first of the revolutionary SCOT 
shipborne satellite communications 
systems has been handed over to the Royal 
Navy by the manufacturers, Marconi Space 
and Defence Systems Ltd. 

This is the first of eight systems, worth a 
total of more than£1m, which were ordered 
in 1971, when a pre-production system was 
extensively tested under operational con- 
ditions at sea. The order is due to be com- 
pleted next year, and will meet the future 
long-haul communications requirements of 
the Royal Navy via the British Skynet 
satellite communications network. 

The SCOT system is a self-contained unit 
which is small enough to be mounted on all 
ships down to Frigate size. The system uses 
a pair of 1.1 metre diameter dish aerials, 
constructed from a fibre reinforced plastic, 
with a metal coated reflecting surface. 
These two aerials are mounted on either 
side of the ship, such that at least one dish 
will have line-of-sight contact with a 
satellite in any part of the sky at all times. 
Each dish is fully steerable, and is mounted 
on a three axis mounting designed to cater 
for the ship’s motion in heavy seas, and to 
ensure that full steerability is maintained at 
all attitudes. 

The satellite terminals will be fitted in all 
Royal Navy ships down to Frigate size, and 
can be transferred without difficulty be- 
tween suitably equipped ships. Installation 
of the SCOT systems will be carried out by 
naval dockyards, and will be phased to 
allow RN ships to operate into the Skynet II 
satelites, which are also being designed and 
built by Marconi Space and Defence 
Systems Ltd. 


Multi-colour 3D 
image Video package 


The Central Research Laboratory of 
Hitachi Ltd has developed a method for 
storing multi-colour three-dimensional 
images in high density storage holograms. 
The method is a result of new advances 
made in technology developed earlier by 
Hitachi for a high density digital laser 
holographic memory. 

Basically, the holographic memory 
consists of laser beam memory elements 
that are used to record information in a 
storage medium as interference fringe 
patterns. High density storage of multi- 
colour, three dimensional images is made 
on 35mm film. An experimental model of 
the three dimensional image video package 
has been produced, and was displayed at 
the Hitachi Technical Exhibition held at the 
Science Museum in Tokyo last October. 

The main features of the new Hitachi 
system are: high density storage capability 
of multi-colour three-dimensional images, 
the device is compact, a broad view may be 
obtained of good quality images, and 
images can be moved or switched simply by 
manipulating the film. Hitachi claim that 
the new method is particularly suitable for 
three-dimensional colour displays of ad- 
vertising, educational, and medical 
material. In addition, the company claims 
that further development of the techniques 
involved will make possible _three- 
dimensional moving pictures and three- 
dimensional colour television programs. 


Europe to manufacture “Spacelab” 


An unprecedented new international co- 
operative project is provided for in a 
Memorandum of Understanding recently 
signed in Washington by Dr James C. 
Fletcher, NASA Administrator, and Dr 
Alexander Hocker, Director General of the 
European Space Research Organisation 
(ESRO). 

Nine European countries, through ESRO, 
will design, develop, manufacture and 
deliver a ‘‘Spacelab”’ flight unit which will 
be an important element of NASA’s Space 
Shuttle program. The Spacelab will be 
carried in the Space Shuttle Orbiter which 
will look like a delta-winged airplane about 
the size of a large jet liner. The Spacelab 
will have two important elements: a 
pressurised manned laboratory module 


which will'permit engineers and scientists 
to work in a normal shirt-sleeve en- 
vironment; and an instrument platform, or 
pallet, to support telescopes, antennae, and 
other equipment requiring direct space 
exposure. 

The NASA / ESRO agreement represents 
a major step in the sharing of space costs 
between the US and European countries 
participating in this co-operative project. 
The estimated cost of $300-400 million for 
the Spacelab will be borne by ESRO. 

The nine European countries involved in 
the Spacelab program included: Belgium, 
France, Germany, Italy, The Netherlands, 
Spain, Switzerland and the United Kingdom. 

The first operational Shuttle space flight 
is scheduled to take place in late 1979. 


Superconducting magnet suspends train 


A prototype of a wing-type super- 
conducting magnet capable of magnetically 
suspending a 500km/h (300 mph) super- 
high speed train has been completed by the 
Tokyo Shibaura Electric Co (Toshiba). 

The device has been test-manufactured 
by Toshiba in accordance with the Japan 
National Railway Corporation’s plan to run 
a 500km / h super-high-speed train between 
Tokyo and Osaka, Japan’s two biggest cities 
(located some 500km apart), in the 1980s. 

The new superconducting electromagnet 
is only 24 cm thick, thus enabling it to be 
fitted beneath the body of a train in a 
manner similar to the wings on an aircraft. 
The magnet is inserted into hollow-type 
ground coils which correspond to the rails 
for a conventional train. Known as the ‘‘Null 
Flux” track, this system offers little 
electromagnetic resistance, even when the 
train is travelling at high speeds. 

In completing the prototype, Toshiba has 
solved several technical and economic 
problems associated with the practical 
operation of electromagnetically driven 


tr! 


high-speed trains. One of the problems is 
that while the lift power is generated bet- 
ween the train’s magnet and the ground 
magnet, an electromagnetic resistance is 
generated which opposes the force 
propelling the train. The Null Flux track 
system minimises this electromagnetic 
resistance, making operation of the train on 
relatively small power quantities feasible. 
Moreover, the wing shape of the magnet 
reduces air resistance and lends stability to 
the train whilst it is in motion. 
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Real-time medical diagnosis for Perth hospitals 


Two Perth Hospitals will soon have the 
most extensive on-line real-time computing 
systems for medical use in Australia. The 
Sir Charles. Gairdner Hospital and the 
Royal Perth Hospital will each install a 
Digital Equipment PDP-11/ 40 computer, 
following the recommendations of a joint 
committee established by the two hospitals. 

In each hospital, the computing facilities 
will be developed and administered in- 
dependently by the respective departments 
of medical physics in co-operation with thi 
WA Government Medical Department, anc 
will be used for clinical and research wor! 
in the fields of nuclear medicine and lun~ 
physiology. 

Storage capacity of the system at the Sir 
Charles Gairdner Hospital will be 40k whilst 
the Royal Perth Hospital system will have a 
32k word core storage capacity. Both in- 
stallations will use the Digital Equipment 
RSX-11D real-time operating system and 
will have RK05 disc drives, paper tape 
readers and punches, and storage CRT 
displays. 

Dr J. Black, chief medical physicist at the 
Sir Charles Gairdner Hospital, and Dr M. 
Quinlan, nuclear medicine physician, plan 
to provide on-line data acquisition for a 


number of diagnostic procedures using 


radioactive tracers. These include 
radioactive iodine uptake measurements of 
the thyroid gland, renogram measurements 
used in assessing kidney function, and red 
blood cell lifetime determinations. Beyond 
the field of nuclear medicine, the computer 
will also be used by Dr K. Finucane, 
hospital pulmonary physiologist, for 
measuring absolute lung volume, diffusing 
capacity, airway closure and ventilatory 
ability, and for many complex predictive 
computations for lung function testing. 
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A comprehensive range of 
Moririca photoconductive 
cells and devices designed 
for a multitude of 
applications are readily 
available. The range 
includes cadmium sulphide 
and cadmium selenide types 
together with a variety of 
photocell lamp modules and 
sophisticated resistive and 
sensing devices as 

outlined below. These cells 
feature high sensitivity, 
fidelity and power 
dissipation coupled with 
fast spectral response 
inclined more towards infra- 
red than visibility. 
Contactless, non- 
mechanical construction of 
photocell lamp modules 
completely eliminates noise 
and mechanical wear so 
that a lengthy, silent 
operating life is ensured. 
Moririca high power 
photocells find application 
in card reading, automatic 
weighing and paper money 
exchanging machines ... 
also auto-stop devices, 
photoelectric relays, alarm 
devices, floating indicator 
lamps, road beacons and 
automatic light switches. 
High sensitivity cells are to 
be found in camera electric 
eye mechanisms, 
photoelectric type toys and 
the like whilst photocell- 
lamp modules are suited 
for use in non-contact 
switches, vibration circuits, 
delayed relays, protective 
circuits, etc. The Moririca 
range has almost unlimited 
application in today’s 
Professional equipment 
technology. 

Photentiomatic (photo- 
potentiometer). Functions 
as a potentiometer 
controlled by light in which 
output voltage changes 
according to shifting a 

slit of admitting light. 

No mechanical contact 
construction results in 
quiet, long-life operation. 
It offers excellent 
resolution and high 
convertible ratio {rom 
input to output voltage. 
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Photobridge 
(displacement detector for 
servo mechanisms). 
Designed for use in 
displacement detector 
circuitry in which element 
resistance is controlled by 
the relative position of a 
light admitting slit. Amongst 
its features are simple 
adjustment of the light 
beam and setting point, 
minimal effect from 
temperature and light level 
differences, extended 
service life and no 
mechanical noise. 

Selenium photovoltaic 
cells are also available in 
disc or rectangular form. 
They are of humidity 
proofed construction, 
withstand mechanical 
vibration and are 
shortcircuit resistant. 
Typical applications include 
use in light meters and 
colour meters. 


Photentiomatic 
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NEWS HIGHLIGHTS 


Computerised defect monitoring system 
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Installation of the new computerised 
defect monitoring system, which transmits 
data to areas of responsibility via television 
receivers, has been completed at American 
Motors’ main plant in Kenosha, Wisconsin, 
USA. 

The computerised communications 
network consists of large television 
receivers placed in strategic plant locations 
to keep workers informed of quality levels 
throughout assembly operations. 

George A. Maddox, manufacturing 
manager for AMC passenger cars, said 
quality information is flashed to 50 
television receivers in key areas to provide 
managers, foremen and hourly workers 
alike with a rundown on quality status in 
individual body trim and final assembly 
areas. In addition, plant management can 
request information on individual defects at 
any time, and get a reply via a television 
receiver in a matter of seconds. 

The new system is much faster than the 
previous method of sending reports by 
printer to data processing and then waiting 
for the return transmission of defect figures 
over the same printer. It enables 
management to find out almost instantly 
how any department in the body or 
assembly plant is functioning from a quality 
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standpoint. In addition, the overall quali 
on a collective level may be easily gauged. 
A total of more than 7,000 defects which 
could occur during the trimming and final 
assembly of a car have been coded and 
stored at the Kenosha main plant systems 


and data processing centre. Inspection 
reports are collected at four locations and 
transmitted to a computer for processing 
and analysis. A mini-computer is then in- 
structed to transmit the quality data back to 
the appropriate plant area. 

Each of the 23 inch colour television sets 
receives, at intervals of six minutes, the six 
top defects in its specific area during the 
previous half hour, then for the particular 
work shift, and finally, any ‘red line’ 
safety defects reported. a 

The TV receiver spells out the defects, 
gives numerical and percentage totals and, 
by code, lists the foreman with primary 
responsibility. There is provision for listing 
up to three additional foremen with 
secondary responsibility. Data remains on 
each of the TV receivers for periods of two 
minutes in each of the three categories. 

By mounting the television receivers in 
overhead cradles, quality information is 
readily available to all employees in any 
work area. — George E. Toles. 


Electronics and sex defeat mosquito 


The latest weapon in man’s struggle with 
nature is the Skeeter Skat, an electronic 
weapon designed to combat one of man’s 
smaller enemies — the mosquito. 

The Skeeter Skat, which is about the size 
of a cigarette packet, emits a_ high 
frequency sound which attracts the male 
mosquito and repels the female. The sound 
emitted by the unit is almost inaudible to 
human ears. 

Once the female has mated, she needs 
blood before each incubation can take 
place. During this period, the female will 
avoid any contact with the male. The 
female, therefore, not only dislikes the 
Skeeter Skat sound, but is also repelled by 
the ‘‘safe’’ males which are attracted to it. 


Electronic 
“super-nurse”’ 


An electronic ‘‘super nurse”’ that watches 
over the needs of patients, and by so doing 
eases the work load on skilled staff, is now 
being marketed in Australia by Standard 
Telephones and Cables Pty Limited, Syd- 
ney. The “super nurse”’ is the Teletracer K7 
which is already in widespread use in 
British, American and European hospitals. 

The Teletracer K7 makes conventional 
floor and ward nurse stations obsolete by 
centralising patients’ calls to a central 
console capable of handling up to 600 beds 
with a single operator. A patient requiring 
attention from one of the nursing staff 
simply presses a button and speaks into the 
beside unit to make his request to the 
central control. The console operator 
acknowledges the call and, if necessary, 
contacts the nearest nurse by a pocket 
paging system, thus enabling the patient’s 
request to be dealt with quickly and ef- 
ficiently. 

This is in sharp contrast to the standard 
system operating in most Australian 
hospitals whereby the nurse on the ward 
station is alerted by means of a buzzer or a 
light. The nurse then has to leave the station 
to enquire the caller’s needs, carry out the 
required task and then return to the station 
so that other calls may be answered. 

As well as operating as a patient-nurse 
call system, the Teletracer K7 unit offers 
the patient the choice of four radio 
programmes and TV. In hospitals where the 
system has been installed, patient calls 
have been reduced by as much as 40 per- 
cent. These same hospitals have also 
reported an increase in nursing efficiency, 
together with a marked reduction in staff 
problems. In addition, the system may be 
used to connect every area in the hospital so 
that the overall efficiency of the hospital 
may be increased. 


lonospheric “photographs” 


An Australian physicist, Dr Basil H. 
Briggs, Reader in Physics at the University 
of Adelaide, has devised what he believes 
may be the most advanced system yet 
developed for ‘‘photographing’’ the 
ionosphere. 

It has, of course, been known for many 
years that the reason shortwave broadcasts 
tend to vary in clarity and intensity is 
because of irregularities in the ionosphere, 
a band of charged particles some 400km 
thick ringing the earth from a height of 
about 100km. Shortwave broadcasts are 
made by reflecting radio waves back off the 
ionosphere. When the transmitted signal 
hits a bump in the ionosphere, the signal 
may be wildly deflected and/ or a higher 
degree of absorbtion of the signal may take 
place. 

The apparatus developed by Dr Briggs 
has shown that these irregularities are in 
fact moving wavetrains with a wavelength 
of about 20km. Armed with this knowledge, 
Dr Briggs believes that radio engineers 
may be able to develop more effective 
transmission equipment. He also believes 
that since the speed of the ionospheric 
undulations in the lower part of the 
ionosphere equals the speed of the wind in 
these regions, this information will provide 
valuable data for meteorologists. 
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GE DESIGNED THESE TRIACS FOR YOU 


GE originated the triac in 1963 and now offers new standards of performance and 

reliability. Silicone encapsulated SC141 and SC146 triacs, up to 500 volts, and 

6 and 10 amps respectively, feature the new proprietary POWER-GLAS" passivation 

process which creates a void free bond between the silicon chip and the matched 

glass. This results in low “off-state” currents of typically 10n A. The SC141 and 

SC 146, like all GE triacs, have inherent immunity from transient voltage damage 

and improved commutating dv/dt. Additionally these rugged packages incorporate 

a stress-free assembly system, which offers you torque limit-free tab mounting and 
. easily formed round leads. For your convenience, GE offers 6 standard lead 

configurations. These features make the SC141 and SC 146 your best 

value in 6 and 10 amp triacs. 


Another GE creative design, the ST4 
asymmetrical trigger, is an ideal trigger 
for light dimmer applications. It features 
performance comparable to triggering 
circuits using at least 3 additional passive 
components and greatly reduces hys- 
teresis effects by means of a single RC 
time constant. It is truly an economical 
companion to GE POWER-GLAS '” 
passivated triacs. 


6) ~ AUSTRALIAN GENERAL ELECTRIC LIMITED 


86-90 BAY STREET, ULTIMO NSW. Phone 212 3711 


DISTRIBUTORS: 
GEC- Elliott Automation, Sydney, Tel 439 1922. Adelaide, Tel 71.7971. Brisbane, Te! 32 0441. Melbourne, Tel 387 2811 
PB Components Melbourne, Tel 53 2766 
Watkin Wynne Pty ktd, 32 Falcon Street, Crows Nest Tel 43 2107 
H. Rowe & Co Pty Ltd, Perth, Tel 28 5444 
The National Electrical & Engineering Co Ltd. Wellington, Tel 553 709 Auckland. Tel 599 089 
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Japanese drive on 
Australian FM market 


The Pioneer Corporation of Japan will 
attempt to gain a large slice of the 
Australian FM radio market when FM 
transmission begins in this country. 

Mr Shigeru Hayakawa, Pioneer’s in- 
ternational managing director, recently 
announced that the anticipated problems of 
the Australian market would be met and 
overcome by his company. Australia seems 
likely to adopt FM radio on the UHF range, 
as opposed to the more common VHF 
frequency range adopted by overseas 
countries. This situation has previously led 
to conjecture as to whether or not major 
overseas manufacturers of hi-fi equipment 
would be prepared to manufacture 
receivers especially for the Australian 
market. 

Speaking at a press conference to an- 
nounce the establishment of a local Pioneer 
company (to handle distribution and 
marketing of Pioneer’s products in 
Australia), Mr Hayakawa said: ‘‘Although 
a decision has not yet been made, if the 
Australian system proves to be_ in- 
compatible with the receivers manufac- 
tured in Japan, some solution will be found. 
A possible solution will be to fit a simple 
adapter to the present range of Pioneer 
receivers.” 

The new Pioneer company is to be called 
Pioneer Electronics Australia Pty Ltd, and 
will be 100 per cent owned by the Japanese 
parent company. The company will be 
under Australian management. 


High efficiency 
charge transfer IC 


Philips Research Laboratories in Ein- 
dhoven, The Netherlands, have developed a 
much improved charge coupled device 
(CCD). Designated the ‘‘peristalic charge 
coupled device’ (PCCD), this device is 
capable of charge transfer from input to 
output with much greater perfection and at 
a far higher speed than previous devices. 

The improved IC is based on the fact that 
the speed at which the charge is transferred 
from a given storage capacitor to the next is 
largely determined by the transport of the 
last fraction of the charge to be transferred. 
The PCCD is so designed that this last 
fraction is stored further away from the 
electrode of the storage capacitors than for 
a conventional CCD; thatis, more inside the 
semiconductor. The greater part of the 
charge is stored in the vicinity of the 
electrode (as in conventional CCD’s), which 
means that a low switching voltage suffices 
to ensure charge transfer. 

As the last charge fractions are farther 
from the electrodes, they can be subjected 
to external drive fields, enabling the charge 
to be rapidly transferred to the neigh- 
bouring element. In addition, the mobility of 
charge carriers inside the semiconductor is 
greater than it is close to the surface, which 
also contributes to the increased charge 
transfer speed. An experimental PCCD 
device has been developed in which a 
transfer efficiency of more than 99.99 per 
cent, at transport rates better than 100MHz, 
have been measured. 


Computer guides artificial limb 


A miniature computer, which guides an 
artifical limb to allow handicapped persons 
to perform basic tasks, has been developed 
by two researchers at the Stanford 
Research Institute (SRI) in Menlo Park. 

The two, John Hill and Anthony Sword, 
believe that an artificial arm, allowing a 
handicapped person to perform tasks such 
as feeding himself and reaching into his 
pocket, could be built for about $2,000. 

In addition, the two researchers estimate 
that a system capable of performing such 
hard-to-automate operations as tying one’s 
shoe laces could be developed within five 
years, and sold profitably for about $3,500. 

Their research into computer-guided 
artificial limbs is an offshoot of work on a 
special arm developed for the National 
Aeronautics and Space Administration to be 
used for remote-control space operations. 

One problem with artificial limbs is 
controlling several motors or joints at once 
in order to simulate the complex 
movements performed by the human arm, 
Hill said. The SRI-devised system works by 
using the mini-computer to translate a 
single signal from the user of the artificial 
limb into the more complex series of signals 
controlling the motor of the limb itself. 

In the laboratory system the user of the 
arm signals a movement by teletype. But in 
a working model the user might signal the 


computer by shrugging his shoulders in a 
sequence of slow or fast movements similar 
to the dots and dashes of Morse Code. 

Hill said that each amputee is a special 
case with special needs. Thus, the two men 
are investigating several different 
minicomputer programs, each of which 
would provide a variety of motions to suit 
the circumstances of the user. 


Glass fibres made by laser 


Shown at right, a Bell Labs’ scientist uses 
a powerful laser beam to melt a glass rod so 
that it can be drawn into a hair-thin fibre 
about one mile long. 

The potential future use of glass fibre is 
for transmitting light beams carrying vast 
amounts of telephone messages, business 
data, and computer information. 

The fibre making system, designed by 
Ray Jaeger and Walter Logan at Bell 
Laboratories, uses a carbon dioxide laser as 
a highly controllable and ‘‘clean”’ source of 
heat in place of conventional heaters which 
put minute impurities in the glass. 

Studies of experimental laser techniques 
for making glass fibre is a current research 
program at Bell Laboratories. 


Big orders for colour TV equipment 


Amalgamated Wireless (Australasia) 
Ltd, acting on behalf of Marconi Com- 
munication Systems Limited, has won a 
large share of the first wave of orders 
placed by Australian broadcasting com- 
panies for colour television equipment. The 
orders were won against European, 
Japanese, and North American com- 
petition, and follow comprehensive 
demonstrations of the equipment to 
Australian engineers, both in Australia and 
at the company’s headquarters in 
Chelmsford. 

Orders received to date call for Marconi 
to supply equipment worth over $A4 million, 
including more than 40 Mark VIII 
automatic colour cameras, three outside 
broadcast vehicles, two of the new ad- 
vanced integral telecine units, monosync 
pulse distribution equipment, synchronising 
pulse generating equipment, and vision 
distribution and line clamp amplifiers. 

One of the three outside broadcast 
vehicles included in the orders has already 


been delivered to the Australian Broad- 
casting Commission in Sydney. The vehicle, 
the first of its type in Australia, has four 
Mark VIII colour camera channels and was 
built to stringent ABC specifications. The 
second vehicle, also equipped with four 
Mark VIII camera channels, was scheduled 
for delivery at the end of 1973 to ATN 7 in 
Sydney, while the third vehicle, with five 
Mark VIII camera channels, will be 
delivered early this year to HSV7 in 
Melbourne. 


Mark VIII cameras for studio use have 
also been ordered by ATN 7 (seven), HSV 7 
(seven), Channel Ten United Telecasters in 
Sydney (seven), BTQ 7 in Brisbane (two), 
and BCV 8 Bendigo (two). The Video Tape 
Corporation, Sydney, a company producing 
advertising commercials, has ordered two 
Mark VIII’s which will be used in an outside 
broadcast unit to be supplied locally, 
together with a Marconi B3402 colour 
telecine unit. 
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Cable TV: the long 
awaited dream—part 3 


One of the most interesting innovations of cable TV in the United States is the 
ruling by the Federal Communications Commission (FCC) requiring cable 
operators to provide channels for public access. In this, the third of four ar- 
ticles, the author examines the various aspects of public access TV and 
discusses the problems facing those groups wishing to produce suitable 


program material. 


by LES RICH 


The ballgame is rained out; he’s seen the 
old movie; he can’t stand quiz shows. 
What’s’ the constant viewer to do, that 
Saturday afternoon, as the pop-tops collect 
in the ashtray? 

He’ll probably wear out his tuner, for one 
thing, in his restless search for something 
interesting. But if he’s a New York cable TV 
subscriber, he just might flick past what he 
considers the dead channels, say C and D, 
and he might just stop. And he’ll wonder if 
what he sees is real. 

He might see a Gay Liberation march on 
Christopher Street. He might see a man 
taking a bath (naked, naturally). He might 
also see reasonably sensuous girl dancers, 
also nude. Or, if he’s luckier, the constant 
viewer could be treated to one of the 
striking, and reasonably respectable, 
programs that are presented from time-to- 
time on public access television along with 
the ‘‘junk.’’ 

Last year, for instance, there was the 
spectacle of the tubby gentleman jogging 
through Little Italy with an Olympic torch 
made out of a can of Sterno. As an an- 
nouncer described the scene from ‘High 
atop the fire escape on Thompson Street,”’ 


the torch bearer made a determined effort 
to get the flame transferred to some 
smaller torches made out of beer cans. 
Sponsored by a fun-loving beer company, 
the ‘Street Olympics” featured hilarious 
‘‘showdowns’”’ in stickball (the torch-bearer 
was a ‘‘three-sewer man,’’ meaning he 
could hit the ball past three manholes), 
stoopball, and Johnny-on-the-pony. 
Although this even got a minute or two on 
the local news at the time, it was covered 
for hour-after-hilarious hour on_ public 
access TV by Open Channel Inc., acting on 
behalf of the city Department of 
Recreation. 


During the course of its two year. 


existence, Open Channel has been in- 
strumental in the airing of some valuable 
programs. An organisation called ‘‘Alliance 
for a Safe New York,” for instance, 
presented an ex-prostitute to give her views 
on ‘‘victimless crimes,’’ and reported that a 
well publicised clean-up of 42nd Street had 
only resulted in the offenders moving to 
52nd Street. A community newspaper called 
“Inwood Advocate’’ went on air with its 
campaign to get the National Guard to clean 
up dead trees in the parks “instead of 
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hanging around the post looking at old 
movies on veneral disease.’’ The US Bicycle 
Polo Association demonstrated its own 
particular form of mayhem, and the New 
York Public Theatre was shown in a Central 
Park concert by a group headed by Felipe 
Luciano, founder of the Young Lords, the 
Puerto Rican youth activist organisation. 

One of the most noteworthy of Open 
Channel’s efforts involved the black 
evangelist, Maria Graham, holding forth 
amid rings of firmly clasped hands in 
Brooklyn’s Institutional Church of God and 
Christ. 

Theadora Sklover, ex-schoolteacher, ex- 
dancer, now something of a celebrity at 34, 
is the creator of Open Channel. And it was 
her lobbying, as much as anything else, that 
brought about the FCC ruling that all cable 
operators must provide public access 
channels. But, Theadora, who is now Open 
Channel’s executive director, is quick to say 
that the real guts of her organisation is 
represented by the 200 odd film and TV 
professionals who form its talent pool. 
These people stand ready to donate their 
spare time to getting the public access 
shows on air. 

Included in the Open Channel talent pool 
are some very prominent people in the 
movie and TV industry, such as Gerald 
Cotts, an independent film maker and 
director of photography for the movie 
“Putney Swope’; Ivan Cury, an award- 
winning movie director; Mark Dichter, 
acoustical engineer for the movie ‘‘The 
French Connection’’; Lou Potter, a 
producer and writer; Howard Weinberg, 
Emmy award-winning documentary 
maker; and many others. 

Open Channel’s services are free, and are 
financed out of its foundation grants. ‘‘It’s 
not enough to tell people they have free 
access’’ says Theodora Sklover. ‘‘You also 
have to help them make programs.’”’ And 
there’s a wide diversity in the type of 
assistance Open Channel is asked to 
provide. Some_ groups want the 
professionals to do everything, whilst others 
just want help and advice. 

In recent months, Open Channel has 
become involved with groups. of 
schoolchildren who are interested in CATV 
as an educational tool. Open Channel is at 
present training both students and teachers 
in the productive use of television, and this 
often results in the development of new 
programs which are then aired over the 
public access channels. For example, 
students from Harlem’s Haaren High 
School were recently observed scurrying 
around the city, interviewing mayoral 
candidates. Althouth the tapes were sub- 


Mission Cable Two’s “School Zone” lets the 
children do the talking about their school’s 
activities. 


sequently shown on one of the public access 
channels, the primary aim of the whole 
project was to demonstrate the election 
process to the students. One result of the 
project was that the students started 
watching regular TV news programs to see 
if the news interviews were as good as those 
on the public access channels. 

At an elementary school, PS 145, Open 
Channel’s Natalie Robbins heads up a 
project in which the students have taped 
scenes of the school, the street, the stores, 
and various other scenes to illustrate their 
own poems, which have names such as 
‘Prejudice,’ ‘‘Elevators,’’ and ‘‘Why 
Blues.’’ Another Open Channel employee, 
Jeff Strickler, trains the children in the use 
of TV equipment. 

Open Channel isn’t the only group making 
thoughtful contributions to public access 
TV, nor is New York the only city where 
public access TV had made a start. Other 
groups include Community Action 
Newsreel, which reports on New York’s 
Lower East life in English, Spanish and 
Chinese, and the Alternate Media Center at 
New York University, which also offers 
technical assistance and training. 

In Santa Monica, California; the president 
of the PTA recently put the meeting on 
public access TV so that non-attending 
members could view the proceedings. Other 
public access TV is being shown in cities 
such as Charlestown, Cape May, Wildwood 
and Berkeley. 

In order to obtain a showing on one of the 
public access channels, all one generally 
has to do is fill out an application form and 
submit the tape. In New York, Telepromter 
maintains a storefront studio in Harlem 
where videotape equipment can be used 
free of charge. However, the more common 
practice is for the interested group to 
somehow produce its own program, 
whether through an organisation like Open 
Channel or Alternate Media, or by 
scrounging up the $75 daily rental for a Sony 
Portapak, which includes a camera, a 
battery-powered half-inch tape deck, a 
microphone, and various other pieces. 

Money remains the major problem for 
most groups interested in producing their 
own programs. Open Channel points out 
that to make a show with production values 
good enough to attract any sort of audience 
would require three Portapak systems, 
along with lights, a sound system, and other 


The CATV scene in Australia 


Prompted by our current series on cable 
TV, EMI (Australia) Ltd have sent details 
of the local market. 

The company demonstrated its range of 
CATV equipment at a recent IREE 
conference in Melbourne. This equipment 
is now being assessed by the PMG 
Research Laboratories, and EMI are 
hopeful that their equipment will be used 
as the basis of a VHF broadband system in 
addition to a single channel system. 

Several CATV systems are already in 
operation in Australia. A consortium of 
some 50 residents, known as_ the 
“Management Committee’’ operate a 
CATV system in Bayview, Sydney; 
Channelmaster, a division of O’Donnell 
Griffin, has 10 homes linked into a CATV 
system at Castlecrag (Sydney), whilst at 
Balmoral (Sydney), 104 homes are linked 
to a common CATV system. 


associated equipment. The cost of such 
equipment would be in the vicinity of 
$25,000. 

This still calls for the use of half-inch 
tape, which, in its present state of 
development, presents a rather poor image. 
Open Channel recommends the use of one- 
inch tape for editing purposes and for the 
more important scenes. The general use of 
one-inch tape is prohibited by the high cost 
of the equipment, and, to some extent, by 
the cost of the tape. 


‘Public access needs money if it’s to be a 
real extension of the First Amendment,” 
says Theadora Sklover. ‘“‘When the FCC 
said that operators had to set aside channels 
for the public, the municipality and for 
education, it was like saying: ‘Here are 
three roads, but don’t ask how you're going 
to pave them, who gets the cars and who 
handles the traffic’.”’ 


Ms Sklover stoutly opposes any 
suggestion that groups appearing on public 
access cable programs should be charged 
for the cost of producing their shows. And 
she insists that, to succeed, free access 
must be open to all shades of opinion, 
however far out. ‘‘We’re not here to 
editorialise or make dicisions about what 
people can say over the air,’’ she declares. 


The EMI RE988 Trunk / Bridger amplifier 
is intended for use in subscriber areas. 


“If the Nazi Party walked in, I’d have to 
give them time. I wouldn’t like it, but that’s 
what public access is all about.” 

Open Channel has had some success with 
foundation grants, although, in Ms 
Sklover’s opinion, these are insufficient for 
continued long-term operation. Instead, she 
believes that public access TV must be 
placed on a secure long-term financial basis 
by imposing slightly higher licensing fees 
on cable operators, with the city setting 
aside the excess for the public channels. 

Meanwhile, spurred on by some of the 
sensationalism, more and more people are 
becoming interested in public access TV. 
One Anton Perich, a sort of latterday Andy 
Warhol, has attracted a following (of sorts) 
in New York with his rather birdlike ex- 
plorations of subjects such as the sex life of 
queens. Another group named the ‘‘Rain- 
dance Corporation” has published a book 
entitled ‘‘Guerilla Television,”’ advising the 
so-called counter-culture on how to claim its 
TV rights. And one recent evening an East 
Side bartender was heard to say to an 
amazed customer: ‘“‘I saw a naked lady on 
TV last night . . . honest!” @ 


Text of this article is copyright, 1973, by 
United Feature Syndicate Incorporated. 


“Microwave’s” Wayne Runyon goes on camera for Open Channel 
at the Lincoln Centre Community Street Festival. 


School children feature in a Reston cablecast “The Treasure 
Chest”, produced by Warner Cable. 
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High Fidelity 


1.5 CUBIC FOOT SPEAKER SYSTEM — 30 WATTS 


MSP introduce an exciting new bass 

reflex enclosure design for the home 

constructor, featuring— 

8” Woofer BWAC-30 

Part Nos. 56407-003/8 ohms. 
56407-001/15 ohms. 

Resonance: 45 +7 Hz. 

Frequency Response: 35 to 6000 Hz 

(with tweeter 4MBC-HF) 35 to 18000 

Hz. 

Voice Coil Impedances: 8 or 15 

ohms at 400 Hz. 

Compliance (Equivalent Volume): 

2200 cubic inches. 

Total Q: 0.48. 

Sensitivity: 101.5 dB. j 

Nominal Power Handling: 30 watts | 

RMS in recommended enclosure. | 

4” Curvilinear Tweeter 4MBC/8-15 HF 

Part No. 56254-001. 

Frequency Response: 2000 to 18000 

Hz. 

Recommended Crossover: 4000 Hz 

with 3.3 mfd capacitor for 8 ohm 

system. 2 mfd capacitor for 15 ohm 

system. 

Voice Coil Impedances: 8 or 

15 ohms. 

Sensitivity: 101.5 dB. 

Power Handling: Compatible with 

bass speaker power handling when 

used with suitable crossover network 


An economical alternative can be 

achieved with a single 8” wide 

range twin cone speaker. 

8” Wide Range Twin Cone BWACX 

Part Nos. 56406-003/8 ohms. 
56406-005/15 ohms. 

Ideal for small stereograms or as 

an extension speaker etc. 

Resonance: 45 +7 Hz. 

Frequency Response: 35 to 16000 

Hz. 

Voice Coil Ilmpedances: 8 or 15 

ohms at 400 Hz. 

Compliance (Equivalent Volume): 

3500 cubic inches. 

Total Q: 0.45. 

Sensitivity: 105 dB. 

Nominal Power Handling: 20 watts 

RMS in recommended enclosure. 


Complete construction details for 
the 1.5 cu. ft. enclosure are 
available on request. 


8WAC-30 
4MBC/8-15HF 


Mmsi_ MANUFACTURERS SPECIAL PRODUCTS 
| 554 Parramatta Road, Ashfield, N.S.W. 2131. Phone 797 5757. 


N.S.W. George Brown & Co. Pty. Ltd., 5195855. VIC. AWA Ltd., 679161. QLD. Chandler Pty. Ltd., 310341. $.A. Newton McLaren Ltd., 510111. AWA Ltd., 722366. 


Gerard & Goodman Pty. Ltd., 232222. W.A. AWA Ltd., 286400. TAS. AWA Ltd., 343836. AWA Ltd., 315466 A.D.30 
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The Plumbicon tube — 
ten years of success 


Introduced in 1963, the Plumbicon television camera tube has played an 
important role in the development of colour television facilities. This short 
article reviews the ten year success story of the tube. 


Introduced into the United States in 1963, 
the Plumbicon tube attracted immediate 
attention from camera manufacturers, so 
much so that, during the initial stages, 
production could hardly keep pace with the 
demand. In addition, the new tube won 
several international design awards. In- 
cluded in these were the Society of Motion 
Picture and Television Engineers’ David 
Sarnoff gold medal and the US National 
Academy of Television Arts and Sciences’ 
Emmy Award. 

Today, ten years after its introduction, 
the Plumbicon camera tube is being used in 
nearly every TV studio in the world. 
They are found not only in broadcasting 
corporations’ cameras, but also in black- 
and-white and colour cameras of closed 
circuit TV systems used, among other 
things, for industrial and medical ap- 
plications. 

The Plumbicon camera tube has several 
inherent advantages when compared to the 


image orthicon and the vidicon camera 
tubes. It combines the high speed 
characteristics of the image orthicon with 
the small size and simplicity of adjustment 
of the vidicon. In addition, the Plumbicon 
possesses extremely good linear sensitivity 
characteristics. 

The speed of a camera tube refers to the 
ability of the tube to react to changes in 
light intensity. A high speed tube is 
therefore capable of producing sharp 
images of moving objects, whereas a 
“slow”’ tube will produce blurred outlines of 
moving objects. The higher speed of the 
Plumbicon tube, as opposed to the vidicon 
tube, is one of its main advantages. 

As mentioned above, the Plumbicon tube 
possesses good linear sensitivity charac- 
teristics. This means that the signal output 
from the tube is directly proportional to the 
light intensity of the scene being recorded. 
This condition is a pre-requisite for good 
colour television. The Plumbicon tube is 


thus ideally suited to colour television 
cameras. 

Many different types of Plumbicon tubes 
are being manufactured, each with its own 
specific application possibilities. The 
success of the Plumbicon tube is based on 
the composition of the light-sensitive target 
layer, in which lead-oxide plays an im- 
portant role. During the 1950s, many 
companies worked on “‘lead oxide vidicon 
tubes,’”’ but with only a limited amount of 
success. Philips research scientists were 
the first to overcome the problems en- 
countered and produce a camera tube, 
based on lead oxide, which met the 
stringent requirements of the television 
industry. 

The application of the light sensitive layer 
to the Plumbicon tube demands special 
manufacturing techniques, expensive 
equipment, and well trained staff. At 
present, there are only three factories 
throughout the world where these tubes 
are being manufactured: one in Eindhoven, 
another in Slatersville, USA, where the 
tubes are manufactured under licence by 
the Amperex Electronic Corporation, and a 
third in Osaka, Japan, where they are 
produced by the Matsushita Electronic 
Corporation, also under licence. 

The Plumbicon tube marketed in 1963 had 
a diameter of 30mm, and soon became the 
standard tube for studio colour television 
cameras. The 25mm and 16mm tubes were 
released in 1968. Continued research and 
improvements in the layer technique has 
resulted in the 25mm tube, which is in- 
terchangeable with the vidicon tube in 
existing cameras, having the same 
resolving power as the 30mm tube. 

The 25mm tube was initially intended for 
use in industrial and closed circuit TV, and 
it soon became fully accepted for these 
applications. In its early stages, closed 
circuit television was used primarily for 
observing industrial processes. As colour is 
often an essential component in the trans- 
mission of information, this field of ap- 
plication was extended considerably when 
colour television became economically 
viable. These systems are now being used 
by universities for medical training and by 
trade and industry for business and service 
training. Instruction and_ training 
programmes are generally recorded on 
video tapes or cassettes by the users them- 
selves , and and this requires the use of 
compact, easy-to-handle equipment. 

The 25mm tube has also proved to be 
attractive for use in broadcasting studios 
because it enables the use of smaller 
cameras without loss of picture quality. 
There are indications that the 25mm tube 
will become the standard tube for studio 
cameras. Philips are already fitting it to the 
latest LDK5 colour studio camera. 

(Courtesy Philips News.) @ 


A modern colour camera using three 


Plumbicon tubes. 
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Electronics in 
tomorrow's cars—part 2 


Research and development of electronic technology for the automobile in- 
dustry is gathering increasing momentum and, already, there are signs that 
electronics may “‘rob’’ the motorist of his most prized possession — the 
freedom to control his own vehicle. In this, the final article of our two part 
series, the author examines some of the more radical motoring innovations 


that are planned for future vehicles. 


by COLIN MAITLAND 


Motor vehicle developments and im- 
provements are rarely prompted by 
government pressure. Public clamour for 
greater comfort and convenience, together 
with the racing fraternity’s search for in- 
creased performance and _ increasing 
competition between the various companies 
have been the major causative factors in 
motor vehicle improvements. Government 
legislation has resulted in very few im- 
provements to motor vehicles. 

However, as the motoring world rolls 
towards the year 2,000, this situation will 
inevitably change. Most European govern- 
ments realise that their traffic density is 
likely to double within the next twenty 
years, the United States is already faced 
with enormous traffic problems, and even 
Canada and Australia will eventually reach 
their respective traffic density limits. 

It seems certain that in the years to come 
most governments will, through technology, 
demand greater control over the uses a 
vehicle is put to, and will exercise greater 
control over the vehicle whilst it is being 
used. Some research agencies, such as 
Britain’s Transport and Road Research 
Laboratory, are already formulating 
schemes designed to provide external 
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electronic control of motor vehicles. 

Within the foreseeable future, the UK 
public will be protected from drunken 
drivers by a new electronic system called 
BLAST (British Leyland Alcohol Screening 
Tester). The unit, which is connected 
between the ignition switch and the starter 
circuit, consists of a central console on 
which is mounted a keyboard and a small 
display screen. Behind the display screen 
are nine lamps in a 3 x 3 matrix arrange- 
ment. When the ignition switch is activated, 
four of these lamps are illuminated, one 
after the other. A random sequence selector 
ensures that the numbers and the pattern 
will be totally unpredictable. 

The test consists of selecting and pressing 
the correct key on the matching keyboard 
before each lamp is extinguished. If the 
driver is successful, a green light is 
displayed, and ignition is available. 
However, if the driver‘fails to execute the 
procedure, a red light flashes and the 
starter system remains deactivated. 

In a series of tests at Birmingham 
University, subjects from 22 to 62 were 
tested on BLAST when sober and again 
after an intake of alcohol. Results showed 
that BLAST was 90 per cent effective in 
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screening out subjects whose blood alcohol 
level was above the legal limit. Further 
tests are scheduled following circuit im- 
provements. However it seems likely that, 
in the not too distant future, potential 
drunken drivers will be saved from prose- 
cution (or worse) by their inability to push 
the right button at the right time. 

The development of large scale in- 
tegrated circuits is leading the way towards 
radical improvements in vehicle instru- 
mentation and telemetry. For example, 
Smiths Industries of Great Britain have 
designed a ‘one-wire’ system for automobile 
electrics in which all wiring is replaced by a 
ring main system consisting of a power lead 
and control wire passing around the 
perimeter of the vehicle. A control unit on 
the dashboard is connected to the same 
ring. 

A remote switch on the dashboard panel 
control alters a particular code in the main 
sequence which is transmitted down the 
main control wire every millisecond. The 
appropriate accessory electronic module 
detects the code and stores the information. 
When the correct, code is received four 
times (this takes about four milliseconds), 
the accessory is operated. If the accessory 
fails to operate, a ‘‘fail’’ signal is returned 
to the control module. 

One feature of this system is its ability to 
accept analog signals. For example, a 
tachometer sensor connected to the 
main ring near the motor has its own 
particular code location. This is detected at 
the control unit, decoded, and displayed on 
the instrument in the conventional manner. 
Further locations can be made available for 
temperature, fuel, and pressure gauges, 
etc. It is estimated that the size of the 
circuit modules will be approximately 1 
square inch. 

Such integrated circuits offer advantages 
in terms of both cost and performance. 
These advantages include: less wiring 
required, the system is self checking, loom 
fixture costs reduced, and panel switches 
are only required to pass small currents. 
The above system should be commercially 
available in about five years. 

Those who argue vehemently against the 
introduction of external vehicle control on 
the grounds of ‘‘personal freedom”’ are, to 
some extent, betrayed by the very high 
accident rate on multi-lane roads during 
periods of fog, snow or other abnormal 
weather conditions. Such _ incidents 
(especially multi-vehicle pile-ups) indicate 
two possible conclusions: either the driver 
was unaware of the abnormal conditions in 
time to moderate his driving; or he was 


An experimental, electro-mechanically 
guided, radar controlled vehicle. This 
driverless vehicle was developed at the 
Road Research Laboratory at Crawthorne, 
Berkshire. 


aware but lacked either the discipline or the 
ability to change his driving. On the 
assumption that the driver wasn’t made 
sufficiently aware of the hostile conditions a 
new system called RITA (Road Information 
Transmitted Aurally) has been developed. 

Basically the system consists of a speech 
recorder and transmitter housed in a road- 
side cubicle. The appropriate message for 
any given situation is selected, and the 
signal transmitted by modulating a very 
low frequency carrier which is fed into a 
wire loop buried along the edge of the road- 
way. The continuously radiated signal is 
picked up by an aerial coil mounted on the 
vehicle, rectified and amplified to 
reproduce the spoken message to the driver 
via a loudspeaker. The use of a carrier 
frequency enables different languages to be 
transmitted on different channels. 

As the information given is not obscured 
by, other traffic or weather conditions, and 
since the driver is less heavily loaded 
aurally than visually, research engineers 
believe that RITA will prove to be a 
valuable aid in reducing the motorway 
accident rate. If not, then total automation 
is only a short step away. 

One factor is common to all remote 
control systems presently under develop- 
ment — their high cost. Preliminary 
estimates indicate an outlay of around £75 
per vehicle and £3,000 per lane kilometre. 
However it is probable that these estimates 
are far too conservative. 

Most systems envisage a road located 
guidance circuit and a vehicle borne 
electro/ mechanical system to convert 
signal commands into action. A cable 
buried beneath the road surface will, when 
energised with an alternating voltage, 
become a guidewire. Two sensors on the 
front of the vehicle detect the magnetic field 
produced by the AC current flowing in the 
guidewire, the difference in signal levels 
detected by the two sensors representing 
how far the centre of the vehicle is from the 
guidewire. 

In practice, the signal voltages induced in 
the two sensing coils are amplified, rec- 
tified and then subtracted to produce a DC 
voltage which is proportional to the vehicle 
tracking error. The DC signal is applied to a 
signal conditioning circuit and then to a 
comparator whose other input is derived 
from the vehicle’s steering wheel position. 
A voltage is thus produced which is a 
measure of the error between the desired 
position of the steering wheel to centre the 
vehicle over the guidewire and the actual 
steering wheel position. The error voltage is 
used to drive an electric motor which 
controls the steering. 

Vehicle speed and braking facilities are 
controlled in much the same manner. A 
speed command from the road cable in the 
form of a voltage is compared with a 
voltage proportional to the actual vehicle 
speed, thus producing an error voltage. This 
error voltage is fed via a signal conditioning 
circuit to a controller. Depending upon the 
sign and amplitude of the error voltage, 
signals varying in mark-space ratio are fed 
to either the throttle or brake actuators, 
increasing or decreasing the vehicle’s speed 
as required. 

A problem of vital importance in such 
automated systems is that of maintaining a 
safe distance between vehicles, and ex- 
perimentation is continuing in an attempt to 
determine the best method of achieving the 
correct spacing. One system, known as the 
“travelling bucket’ system, utilises a 
travelling wave train in the track, with 


Above: The car of tomorrow — will it look like this? Below: schematic diagram of the RITA 


concept. 
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Future instrumentation will be linked to an electronic vehicle control and diagnostic system. 


vehicles swept along it like surf boards. The 
major disadvantage of this system is that if 
one vehicle breaks down, following vehicles 
will be swept onto it. Safety overriders are 
possible, but these considerably increase 
the cost of such systems. 

Given such drawbacks, most researchers 
lean towards the ‘‘follow the leader” system 
in which lasers, radar, or ultrasonic devices 
are used to measure the range and speed of 
the vehicle ahead and adjust the speed of 
the following vehicle accordingly. 

Through its application to the automobile, 
electronics has brought the motorist im- 
provements in economy, performance, 


convenience, and safety. Ironically, there 
are now indications that electronic 
techniques will be instrumental in remov- 
ing the motorist’s most prized possession — 
the freedom to control his own vehicle. The 
completely ‘electronic car’’ of science 
fiction may not be all that far away. 
However, it may turn out to be more of a 
nightmare than a blessing. 


The author would like to thank the 
Mullard Company of Gt. Britain and the 
Transport and Road Research Laboratory 
for their help in compiling this series. @ 
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Side-Looking Radar 
in geological exploration 


12.5GHz), Ku-band (12.5 — 18GHz), K-band 
(18 — 26.5GHz), Ka-band (26.5 — 40GHz). 


Advanced electronic technology is becoming 


increasingly important in 


remote sensing techniques for geological and mineral exploration. This article 
describes a comparatively new remote sensing technique: side-looking air- 


borne radar (SLAR). 


by GREG 


Side-looking airborne radar (SLAR) is an 
entirely military development which has 
only been declassified in recent years. The 
technique uses a radar approach to acquire 
high quality photographic-like images of the 
ground. These imaging radars have certain 
special features of interest to the geologist, 
and they have the additional advantage that 
surveys can be made through cloud cover 
that makes conventional aerial 
photography impossible. In recent years, 
excellent imagery has been released which 
has demonstrated the considerable 
potential of side-looking airborne radar as a 
remote-sensing tool for reconnaissance 
geological exploration. 

Fundamentally, the method relies upon 
the propagation of short radar pulses in a 
fan-like beam from beneath the aircraft, 
with the plane of the fan perpendicular to 
the flight direction of the aircraft. 
Depending upon the characteristics of the 
terrain encountered, signals of varying 
amplitude are reflected back to the 
receiving antenna. Radar signals from 
directly beneath the aircraft constitute the 
first signal arrivals, whereas radar returns 
from the ground some distance off to the 
side of the aircraft are delayed. 

By coherently adding the return signals 
as the aircraft moves along the flight path, 
it is possible to effectively synthesize a 
radar of very large aperture, and thus of 


SWAIN 


high resolving power, while actually using 
antennas of quite limited size. The use of a 
scanning print-out system which is syn- 
chronised with the pulse transmissions, and 
which is responsive in intensity to the 
amplitude of the radar returns, makes it 
possible to produce photographic images of 
radar reflectivity of the terrain. 

The term ‘‘grey scale’’ is used to denote 
the variation in tone of the photographic 
record through the various shades of grey 
from black to white. A radar set with a large 
dynamic range will produce a greater 
variation in tone for a given area than a set 
with a small dynamic range. The greater 
the dynamic range and, hence, the larger 
the number of shades of grey into which the 
radar image may be divided, the smaller 
the difference in reflectivity that can be 
distinguished on it. As the reflectivities 
between different rocks, soils, types of 
vegetation, or other features of interest 
may be relatively small, only sets with a 
large dynamic range will produce imagery 
with sufficient tonal variation to detect 
these small differences. 

Conventional radar systems _ utilise 
frequencies ranging from 220MHz to 40GHz. 
The military coding for radar bands 
remains in common use, and is as follows: 
P-band (220 — 390MHz); UHF-band (300 — 
1,000MHz), L-band (1 — 2GHz), S-band (2 — 
4GHz), C-band (4 — 8GHz), X-band (8 — 


44 ELECTRONICS Australia, January, 1974 


A typical SLAR reconnaissance system, 


the Westinghouse AN / APQ-69 (XH-1), 
operates in the *X-band and has a peak 
power output of 180-250kW and transmits 
pulses of 0.lusec duration at a rate of 1,000- 
2,000 pulses /sec. The antenna system 
consists of two identical antennas mounted 
back-to-back in an antenna pod situated 
beneath the aircraft. The antennas are 15 
metres in length and are provided with plus 
or minus 4.5deg roll stabilisation. One 
unusual feature of the AN / APQ-69 SLAR is 
its ability to scan terrain on both sides of the 
aircraft; hence the use of two identical 
antenna systems. 

Most imaging radar systems presently in 
use operate at wavelengths in the high 
frequency K-bands. Consequently, only a 
limited amount of penetration into ordinary 
earth materials is attained. Low frequency 
radar sets operating in the L- and P-bands 
are expected to provide more useful 
geological data since they will have greater 
penetration into soil and vegetation. 

The characteristics of radar imagery, 
features to be observed, and problems to be 
solved have to be taken into account in 
detailed planning for the acquisition of 
radar data. In particular, to acquire the 
maximum amount of information, it is 
important that the survey be flown parallel 
to the geological strike or ‘“‘grain’’ of the 
earth’s crust in the region concerned. 

Surveys are generally flown at altitudes 
ranging from 20,000 to 40,000 feet and at 
ground speeds between 200 and 400 knots. 
The effective scan width, or mapping range, 
is a function of such variables as the radar 
system employed and the altitude of the 
survey. For a typical survey, a strip of 
country approximately 30 miles wide is 


A comparison between terrain photographed by an aerial camera 
(left) and the same terrain covered by radar imagery (right). 


scanned during each line flown. Each strip 
is flown so as to overlap the previous one 
and thus ensure complete coverage of the 
region. 

Techniques employed in the in- 
terpretation of SLAR images are basically 
the same as those employed by photo- 
geologists in the interpretation of con- 
ventional aerial photographs. These images 
are particularly valuable for delineating 
various structural phenomena. Surface 
faulting, folded sedimentary rocks, joints 
and fracture patterns and geomor- 
phological features may, under proper 
conditions, be easily identified and located 
on radar imagery. 

Subtle changes in lithology (type of rock) 
are sometimes depicted quite clearly in 
SLAR imagery, and this can be further 
accentuated when the return signals are 
separated out into two different images: the 
component which is polarized in the same 
direction as the transmitted signal, and the 
component which is perpendicularly 
polarized with respect to the outgoing 
signal. Some types of terrain have the 
ability to depolarize the return signal more 
than others, thus providing a_ useful 
parameter for differentiation between soil 
and rock. Bodies of water tend to absorb 
radar pulses, and as a_ result are 
represented as black on the photographic 
record. 

Examination of the accompanying 
photographs will reveal dark patches 
known as radar shadows. These shadows 
are usually caused by topographic features 
of high relief, and represent regions where 
there has been no return of the transmitted 
pulses. Although information is lost in the 
shadow region, the extent of the shadow 
indicates the height of the shadowing object 
and, more importantly, is extremely useful 
in emphasising linear features such as 
faults and joint systems. This accentuation 
of linear features is particularly marked 
when they lie parallel to the flight track, 
since maximum shadow enhancement will 
be obtained. 


Side-looking airborne radar has several. 


inherent advantages when compared to 
conventional aerial photography. It permits 
good quality imagery to be obtained 
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Major earth structural relationships are clearly defined on this SLAR 
mosaic of a portion of southern Venezuela. 
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Above: the Goodyear Caravelle operates at 40,000ft. The belly radome houses the radar 
antenna. Below: workmen adjust the radar antenna under the Caravelle. 


through cloud cover, allowing pictures of 
the earth where aerial photography is 
hampered by persistent cloud conditions. In 
addition, the large regional aerial coverage 
obtainable from high-altitude aircraft often 
enables major geological structures to be 
traced for great distances with relative 
ease. Regional geological relationships may 
often be overlooked on large-scale aerial 
photographs, in which detail may be the 
dominant factor. 

Another advantage of SLAR is the ab- 
sence of tonal discontinuities normally 
associated with air-photo mosaics. Caused 
by variations in shadow, light and climatic 


conditions, the effect is virtually eliminated 
from SLAR imagery because radar always 
uniformly “‘illuminates” the target area. 

To date, only single frequency radars 
have been used for terrain data acquisation. 
This may be compared to taking a picture 
through a camera lens that will only admit 
one frequency of blue light. Comparison of 
returns from several frequencies or, 
perhaps, multifrequency radars will cer- 
tainly increase the level of extractable 
information. Longer radar wavelengths 
may be able to penetrate vegetation and 
surficial cover and yield significant 
geological data. @ 
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Playmaster 140 


Last month, we introduced our new quadraphonic amplifier, the Playmaster 
140, and detailed its basic design approach. In this issue, we address ourselves 
to its actual construction, beginning with the chassis and smaller com- 
ponents and progressing to the various modules which have to be fitted into it. 


In the interests of economy and ac- 
cessibility, we used a simple dish chassis, 
as pictured. Dimensions of the prototype 
are 38.3cm wide, 28.1cm deep and 9cm high. 
Such a chassis can be slid into a wooden 
case, if your preference or your skill lies in 
that direction. Alternatively, a simple 
metal fold can be slipped over the top and 
secured to the side flanges by self-tapping 
screws. Such a cover would normally be 
dressed with a wood-grain adhesive cloth. 


Cooling is not a critical problem with the 
particular output stages, but it certainly 
should not be ignored, particularly if you 
are likely to push the amplifier towards its 
power limits. There is a pattern of holes 
under the chassis and, for these to be ef- 
fective, the chassis must be stood up on 
rubber feet. If a wooden case is used, make 
sure it has a cut-out to expose the holes, with 
feet on the cabinet instead. 

A wooden case or metal top cover should 
also have some kind of venting at the top to 
allow free air circulation. The styling is a 
matter for individual suppliers. 

In approaching the construction of the 
amplifier, we strongly advise that you instal 
the components along the rear and front 
edges of the chassis, interconnecting them 
by wires laced together into cables. An 
alternative, which you might prefer is to 
push the wires through a series of rings cut 
from nylex tubing. 


By doing this when the amplifier is little 
more than a shell, you will have room to 
work. If you do things the other way, instal- 
ling the modules and then simply running 
the wires individually, you will almost 
certainly end up with a disorderly tangle. 

Instal the DIN input sockets first, all with 
pin 2 towards the bottom of the chassis dish. 
The phono socket is at the end with a 3-lug 


tag secured under the mounting rivet ad- 
jacent to pins 3 and 5. The other sockets 
follow in the same order as in the main 
diagram (page 33, last issue). We used a 
hand rivetter to attach the sockets but 
screws and nuts can be used instead — if 
you can find any! 

To fill the central socket hole, as yet 
unused, we mounted an ordinary octal 
socket. 

Next come the four polarised McMurdo 
type loudspeaker sockets. If you plan to use 
rivets, make sure to get the sockets with 
metal, not moulded, flanges. The larger 
“earthy” pins go towards the centre of the 
chassis. 

Alongside the loudspeaker sockets are the 
fuseholders, which need to be fitted with 
1.5A fuses. 

Then comes the power cord, which will 
involve an access grommet, a 3-hole junc- 
tion block and a cord clamp. 

Also attached to the inside of the rear 
chassis face by %in stand-off spacers is a 
20-lug section of tagboard which ac- 
commodates the output shunt and head- 
phone feed components. This can be made 
up and mounted temporarily in place, ready 
for the associated wiring looms. See last 
month’s diagram for details. 

The remaining item on the back panel, a 
phase reversing amplifier for 4-channel 
external input, can be ignored for the time 
being and will be covered later. Just make 
sure that you leave space for it. 

Turning now to the front of the chassis, we 
elected to use slide potentiometers for a 
variety of reasons: styling, convenience of 
control and electrical tracking. Those 
shown have a travel of 4.5cm. The volume 
controls are 50k log, the tone controls 500k 
linear, and the balance control a 2meg 
linear. This latter value was chosen, by the 
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PART TWO 
by NEVILLE WILLIAMS 


way, to maintain a high input impedance for 
the high level inputs. A lower value of 
balance pot would give smoother control, 
with some loss of input impedance and 
overall gain. We didn’t make the change in 
the prototype amplifier because, in prac- 
tice, the balance control is not used a great 
deal anyway. 

Mounting the slide potentiometers does 
present something of a problem, in that 
slots are more difficult to produce and align 
than simple mounting holes. 

More than that, the potentiometers which 
we used were supplied with special semi- 
roundhead screws, not intended to be ex- 
posed on the front panel, yet not suitable for 
counter-sinking. In any case, if the potentio- 
meters were mounted directly to the front 
panel, too much of the shafts would be 
exposed. 

What we did was to bend up two brackets 
from scrap 16g aluminium, shaped to ac- 
commodate the five slide potentiometers. 
Bolted by a flange to the bottom of the 
chassis, they support the potentiometers 
about 1cm back from the panel. Most likely, 
similar brackets, will be supplied as part of 
the chassis hardware but they aren’t hard to 
contrive with ordinary bench facilities. 

Provision of the bracket obviates 
problems with mounting screws, allows fore 
and aft adjustment of the control arms and 
also permits ready replacement of a 
potentiometer, should it ever be necessary. 

A variety of push-on knobs, is available to 
suit slide potentiometers but, in our view, 
the common large black rectangular knob 
best suits the styling. It measures about 
2cm wide and icm high. 

One point we should stress: Make sure 
that you mount the volume controls with the 
low resistance segment of the element 
towards the bottom, otherwise the logarith- 
mic taper will be working against, rather 
than for, smooth control. It may be wise to 
check this with your multimeter before 
mounting the controls finally in position. 

The Select and Mode switches mount 
directly to the front panel, although you 
may have to pack them back with at least 


SPEAKER SHUNTS 


2 SHIELDED PAIRS 


6 LEADS TO 
EACH JACK 


SWITCH 


FILTER 
SWITCHES 


FUSES SPEAKERS 


<— 12 LEADS 
TO JACKS 
To 4 SPEAKER + 
OFF/ON 
secs s i 16 LEADS 
4 SPEAKER — . i 
4LEADS EACH | 4TOEACH = 
TO COMMON, AMP. 5 ¢ 
— 21V, +21V < bE 
- =r 
rr o 
= x 
TO CAPACITOR x ¥ 
g s) 
P S 
TOFILTER 
CAPACITOR 
——— 


EXT. 


AUX. 


TAPE RADIO PHONO 


7 SHIELDED PAIR 


FRONT RIGHT AMP. 
FRONT LEFT AMP. 


SQSUPPLY 


EAND +21V 

” 
Ww 
A TAPE OUT = 
(s oO 
< FE 
Qe PU IN s 
of 7 
as PREAMP 3 ° 
ao a - 
7: o|| ic 
all wa 
re) Pay 
(7) WwW 
= 
4 SHIELDED PAIRS w 
2 SHIELDED PAIRS TO SWITCHES = 
50k LOG. 7) 
; ; 500k | Pa 

UNA —— s 

a i 

| i 

FVOL. BVOL. BASS TREBLE MODE SELECT 


This diagram shows the layout of the major wiring harnesses in the new amplifier. 


one washer to avoid having too much of the 
thread protruding. It would be wise at this 
Stage also to select suitable knobs, 
preferably with a skirt to hide the nuts, and 
to cut the switch shafts to the proper length. 
Mount the switches so that, viewed from 
the back, they occupy the positions shown in 
the main diagram. 

The filter block at the other end of the 
front panel uses two McMurdo type push- 
button switches, spaced 35mm _ between 
centres and each providing a 4-pole change- 
over function. These have to be set back on 
spacers about 1.5cm, so that only part of the 
button is exposed through the front panel. 

We suggest that you obtain a version of 
the switch assembly with a backplate fitted. 
It stabilises the switches and also provides a 
convenient insulated common point for the 
“earthy’’ circuitry. McMurdo’s part 
number for this switch is S / 4700. 

Details of the filter wiring are given in the 
accompanying drawings. Note that the 
contact pins pass straight through the body 
of the switch and it is purely a matter of 
convenience whether connection is made to 
the pins on top or underneath. With larger 
components, as shown, it is convenient to 
use some top, some bottom pins; with small 
components it may be different. 

In fact, if you want to save time and 
money, the amplifier can be put into service 
without the filter switches. Simply route the 
signal lead direct from the volume control 


tapping to the power amplifiers. However, 
we do suggest that you make the lead a little 
longer than necessary so that it can be re- 
routed via the switch assembly at a later 
date. 

Alongside the filter switches is a filament 
type indicator lamp fed from the DC supply. 
Such lamps are typically rated at 6V, 40 or 
50mA and can be supplied through a 5W 
resistor of about 470 ohms. You may have to 
experiment with the resistor to get 
adequate brightness, while conserving 
current — and lamp life. 

Below the lamp is an ordinary mains type 
off-on toggle switch. 

Indicator lights and switches vary from 
miniature affairs to quite bulky ones. We 
suggest that chassis makers provide only 
small holes in the panel and escutcheon, 
sufficient for the smallest components. If 
you fancy something larger, or have no real 
choice, the holes can easily be enlarged as 
necessary. 

One other option should be mentioned: 
McMurdo can supply a switch assembly 
(S/ 4727) with three push buttons in line, 
two of them operating the filter switches 
and the third a mains switch. This can be 
mounted readily in position, provided the 
indicator lamp changes place with the 
power switch. The panel markings will not 
be upset because the one word ‘‘Power”’ 
applies to both functions. 

The remaining items on the front panel 


are two stereo headphone sockets. These 
are rather special types but are available 
from at least two sources: McMurdo and A 
& R/Soanar. They provide connection to 
both headphone actives, remembering that 
the convention is to wire the left channel to 
the plug tip. 

But the sockets also provide two switch 
functions which MUST be electrically in- 
sulated from the headphone circuitry. When 
the headphones are plugged in, two pairs of 
contacts open which are wired to break the 
circuits to the respective loudspeakers. 

We assume that suppliers will provide a 
suitably marked escutcheon to fit in front of 
the amplifier chassis panel. It will be locked 
in place by some of the controls but, before 
it is finally mounted in place, it may be wise 
to anchor the corners and centre with blobs 
of a suitable cement to prevent it from being 
kinked. 

Next logical step is to provide mounting 
for the four power modules. Many options 
were open to us when planning the 
prototype but we settled for the one shown. 
It will involve you in a little bench work but 
should be inexpensive and with the ad- 
vantage of good accessibility. 

You will need two scraps of particle board 
or wood 17.5 x 4.5 x 1.5em and a couple of 
scraps of composition board about 17.5 x 
2.5 x 5cm. Run saw cuts part way through 
the larger pieces wide enough to receive the 
edges of the modules, drill holes for the 
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incoming wiring and fix the thinner pieces 
to the bottom as footings to keep the 
modules clear of the chassis. Details are 
given in the accompanying drawing. 

For the sake of appearance, we sprayed 
the prototype supports flat black. 

They are held in place by two countersunk 
screws in each, driven up through the 
bottom of the chassis. The rear one in our 
case was mounted 3cm from the rear of the 
chassis and about 2cm from the end. Exact 
Positioning will, of course, depend on the 
boards and your sawcuts but it is well to 
attend to the matter at this early stage. 

The next item to assemble is the 9+9 
tagboard, diagrammed last month, which 
carries the four silicon rectifiers, and 
provides convenient distribution for some of 
the power wiring. We used Motorola MR751 
because at the time they were the cheapest 
and most readily available. Other rectifiers 
could be used with a PIV rating of 100 or 
more and a current rating of 3A or more. 
The tagboard should be stood off the chassis 
on icm or ‘in pillars. 

At this stage, it is probably appropriate to 
plan, make up and install, the looms which 
account for most of the wiring in the am- 
plifier. The rest of the wiring can be added 
as the modules are inserted. 

To assist in the task, we have prepared a 
wiring diagram which shows the nature and 
position of the looms. : 

First off, seven pairs of figure-8 shielded 
and insulated leads are necessary from the 
input sockets to the Select switch, with a 
couple branching out halfway to the preamp 
board. Leave a fair amount of slack at each 
end when you make up the loom so that the 
leads can loop naturally to the points where 
they are supposed to terminate. Be careful 
to observe the requirements set out last 
month in regard to termination or otherwise 
of the shield braid. 

Depending on how economically you 
work, it is likely that you will need ap- 
proximately 7m or 8yds of twin shielded 
cable for the amplifier as a whole. 

Another, much simpler, loom of shielded 
wire runs from the filter switches to the 
power modules. Split the pairs at the 
module end and pass one shielded lead 
through a hole adjacent to each module. 
Allow for a generous loop inside, so that the 
modules can, if necessary, be lifted out for 
attention, while still in operating condition. 

Another simple loom runs from the 
switches to the volume controls and to the 
2/4 decoder. This can tuck conveniently 
into the space between the pot bracket and 
the front panel, just above the travel of the 
pot arms. 

Incidentally, you will need a multimeter 
when wiring in these various looms, since it 
is difficult to trace leads once they are laced 
securely and laid into position. The colour 
coding will enable you to identify left and 
right channels but the meter will be 
necessary to sort out the cables. 

Turning now to the non-shielded circuits, 
a 16-lead harness needs to be made up to 
cope with the mains switch, indicator lamp, 
and the headphone sockets. We suggest you 
make an effort to get a few feet of as many 
colours as possible for this one, otherwise 
you will have real fun sorting them out. 
Either that, or the wires will have to be 
soldered in place as neatly as possible and 
then laced. Fortunately, this will be 
reasonably practicable in the empty 


chassis. 

The one remaining loom carries four 
wires to each of the power modules. Three 
of the four groups pass through holes in the 
mounting bracket and should again have 
enough slack to allow the modules to be 
withdrawn, if necessary. 

By the time you have made up these 
looms, installed them and completed as 
much of the associated wiring as is possible 
you will, infact, have completed most of the 
wiring in the amplifier. What is more, it 
should look tidy and disarmingly simple! 

It remains only to add the power supply 
components and the main chassis dish 
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should be just about complete, ready for the 
modules, which have yet to be described. 

In the prototype we used two 2500uF 35VW 
Elna electrolytics, connected in parallel for 
the positive supply, and a single 3000uF unit 
for the negative supply. These are simply 
bolted in position, using countersunk 
screws. As mentioned earlier, electrolytic 
capacitors seem frequently to change in 
shape and rating. Variations should not 
cause concern, however, provided alter- 
native capacitors fit, have adequate voltage 
rating, and not less than the required 
capacitance value. 

The power transformer must deliver an 


TWO PIECES 
—_—— 15m x 44mm x 170mm 


A: 6.4mm DIA. HOLES 
6 : 4mm DIA. HOLES 


ALL DIMENSIONS IN MILLIMETRES 


.015 


TO POWER 


aera g MODULE 


TO EARTH 
ON PREAMP 
BOARD 


TO FRONT LEFT PA 


PLAYMASTER 140: Hi, LO FILTERS 


At top is the information you need to make the supports for the power module boards while 
below are the circuit and wiring diagram for the filter switch assembly. 
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THERMATIC_Z” 


. makes 


fixed 


temperature 
soldering 


obsolete! 


The small screwdriver slot 
temperature selector 
is recessed into 

the handle 


Twelve different tips 


MAT 


for each tool. All fitted 
with anti-seize ferrule: 
all operate through the 
full temperature range. 


Tool rest complete with 
tip-wiping sponge adds 
safety and convenience. 


All in the brochure: VIC.: 
yours for the asking. ae 
QLD. 


ADCOLA PRODUCTS PTY. LIMITED W.A.: 


Thermatic soldering tools are temperature controlled. 
Temperature selection is by a simple adjustment — 
without changing the tip. ‘Electronic feedback’ 
sensing. Solid state switching. AC line voltage opera- 
tion. Power is around four times what you'd expect, 
for faster heat up; faster heat recovery; faster soldering. 
One tool will handle work from micro to massive 
without damage to heat-sensitive components. 
Thermatic. Made by Adcola for soldering in the 70's. 
If you've never driven an automatic, you may not 
understand. 


22 Firth Street, Doncaster, 3108. 
59 Moxon Road, Punchbowl, 2196. 

Graphic Electronic Industries Pty. Ltd., Adelaide. 
T.H. Martin Pty. Ltd., Brisbane. 

Everett Agency Pty. Ltd., Perth 


848 3777 
709 5293 
51 4208 
21 564A 
81 5500 


BARLOW-WADLEY XCR-30 


When not in use or for 
carrying, the top meter/ 
megahertz scale flips down 
flush with the case and clear 
of the handle. 


SIDEBAND ELECTRONICS EWGINEERING in- 
troduces a truly portable communications 
receiver, based on the WADLEY LOOP principle, 
the same principle as applied in the DELTAHET 
and RACAL receivers. A truly crystal-controlled 
highly sensitive multiple-heterodyne portable 
receiver of exceptional stability with continuous, 
uninterrupted coverage from 500KHz to 31MHz. 


BARLOW-WADLEY XCR-30 features include: 
Selectable USB/LSB, CW & AM reception, 
frequency read-out 10kHz throughout the entire 
range, calibration accuracy within 5kHz, antenna 
resonator, tuning signal-strength meter, zero-set 
control, clarifier-vernier tuning, MHz & kHz 
tuning controls, telescopic antenna. Power 
source: 6 type D dry cells; provision for external 
DC power supply. Weight 9 Ibs; size 11% x 7% x 
4in. All for $225.00, sales tax included. 


Direct orders only. No agents or distributors to in- 
crease the price with their commissions. 


SIDEBAND ELECTRONICS ENGINEERING, PO Box 23, Springwood NSW 2777 


Telephone: Springwood 047-511.394 Proprietor: Arie Bles 
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output of 15-0-15 volts under quiescent 
conditions, but it must exhibit only modest 
voltage drop as the load peaks up to about 
100° watts with all channels driven 
simultaneously. 

Ferguson’s answer was the PF3588, 
having a primary winding resistance of 20.5 
ohms and a secondary winding resistance of 
0.47 ohms. Although the nominal rating of 
the transformer is only 2A, it met our needs 
very well, showing surprisingly little 
temperature rise after a long listening 
session at high volume. 

Other manufacturers may, of course, 
offer an equivalent unit. 

In the prototype transformer, the mains 
lugs were exposed at the top and we have 
suggested that the assembly be modified to 
keep them on the underside. If they don’t do 
this, it would be wise to cover the lugs in 
some way to minimise risk of shock. 

One final point: A 0.0luF ceramic 
capacitor (100V or higher) should be con- 
nected from each end of the 15V secondary 
winding to chassis to bypass mains-borne 
RF energy. 

With these remaining components in- 
stalled and wired up, attention can be 
turned to the various modules. 

While the power amplifier modules have 
been derived from the original Playmaster 
136 design, there are important differences. 

The most obvious has already been 
mentioned, in that the new board does not 
carry any power supply components. Power 
input is by three wires from the loom 
mentioned earlier; power supply earth or 
common, plus-21V and minus-21V. A fourth 
lead from the same end of the board feeds 
the active side of the loudspeaker circuit. 
The remaining connection is the shielded 
signal input lead which also provides the 
earth link back to the preamp board. 

Adjacent to the plus-21V lead is a link into 
which a milliammeter can be inserted to 
measure the quiescent current of the output 
stage. For simplicity, we used a loop of 
hook-up wire with a soldered joint in the 
middle. In the finished amplifier it rests on 
the top of the support bracket, out of harm’s 
way. 

The passive components, resistors and 
capacitors on the wiring diagram require 
no special comment. 


SIGNALIN 


‘Note, however, that we have added one 
resistor to the amplifier, a 6.8k bridging one 
side of the quiescent current adjustment 
potentiometer. This is to protect the output 
transistors in the event that potentiometer 
wiper or element becomes open-circuit. 
What happens in this circumstance is that 
the quiescent current control transistor, 
PN3565, is turned off and the output tran- 
sistors are turned hard on, drawing heavy 
current which can cause them to burn out. 

While the possibility of an open curcuit 
potentiometer is fairly remote, the 6.8k 
resistor provides Cheap insurance. Now, in 
the event of an open circuit pot, the control 
transistor is turned on and the output 
transistors draw zero quiescent current. In 
this condition, cross-over distortion occurs 
but no damage eventuates and the situation 
can be rectified. 

The resistor may also be added to existing 
Playmaster 136 amplifier boards. If it is 
added, don’t forget to reset the quiescent 
current to 12mA. 


To 
FILTERS 


LOOKING 
AT PINS 


oe 


PLAYMASTER 140 : POWER MODULE 


The transistors themselves call for 
special comment. 

The 136 board and this new one were 
designed for Fairchild transistors of the 
“glob top’’ variety, having their con- 
nections in a triangular configuration. The 
relevant type numbers have been retained 
on the circuit (prefix letters SE or 2N) to 
assist those who may want to use existing 
transistors or rebuild modules from a 136 
unit. 

Changeover to a more modern mass 
production technique has necessitated 
dropping the glob-top construction in favour 
of the ‘‘TO-92” configuration, in which the 
pins are in line. These new transistors, hav- 
ing identical electrical characteristics, will 
be supplied exclusively in future. Their type 
numbers, also shown on the circuit, begin 
with the letters ‘‘PN”’. 

There is one point about which readers 
should be especially warned: Other 
manufacturers have adopted the TO-92 
configuration for much the same reasons as 


+21V 
Iq =12mA 


150; 
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Above is the circuit diagram of the power module while below is the printed board shown 
actual size. Note the link for testing quiescent current. 
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Fairchild but the disposition of the pins 
relative to the flat on the case is different. 
Therefore, don’t wire Fairchild transistors 
to Philips data or vice versa or you will end 
up with transistors the wrong way round. 

With the PN5088 and the PN4250, it is just 
a matter of bending the leads sufficiently to 
fit into the triangular pattern of holes, the 
transistors sitting about a centimetre above 
the surface of the board. 

The real difficulty has to do with the other 
three which need to make physical contact 
with the output transistor heat sink to 
provide thermal feedback. 

With the glob top transistors, the require- 
ment was met by providing three suitably 
positioned dimples in the underside of the 
heatsink, each partially filled. with silicone 
paste. The smail-signal transistors were 
dropped in position on the board but not 
soldered. The heatsink carrying the power 
transistors was then locked in position with 
the power transistor leads just emerging 
through the copper pattern. This done, the 
glob tops were pushed up into the silicone- 
filled dimples and the leads soldered. 

The TO-9 style transistors don’t lend 
themselves to this approach. They don’t sit 
down snugly on the present board and the 
small, flat top doesn’t mate naturally witha 


dimple. We are therefore suggesting that 
holes be drilled in the heatsink, which will 
be a clearance fit for the TO-92 bodies, 
allowing the transistor to sit part way 
through the heatsink. A blob of silicone 
compound can blend the two thermally. 

The mounting method has a _ possible 
bonus in that the transistors are no longer 
trapped under the heatsink. They could, if 
necessary, be extracted and replaced 
through the holes. 

Turning now to the actual construction of 
the power modules, the first step is to in- 
spect the heatsinks, which should be of 
aluminium, not less than 16 gauge. Make 
sure that the two power transistors sit flat 
against the surface, with mounting holes 
aligned and with adequate clearance 
around the base and emitter pins. If there is 
any inaccuracy, lead the holes as necessary 
with a small round file. 

In fact, we rubbed the inside surface of 
our own heatsinks with a large flat fine- 
gauge file to remove any high spots and 
then buffed the surface all over with steel 
wool. 

Now check the heatsinks against the wir- 
ing board. Make sure that the bolts securing 
the power transistors can pass straight 
through, and the pins likewise. If there is 
any fit problem, the mounting holes in the 
board can be elongated as necessary. 

If the small-signal transistors happen to 
be the older glob tops, the heatsink will 


need dimples or countersunk holes in the 
underside. If, as likely, the transistors are 
of the TO-92 configuration, the heatsink will 
need snug clearance holes instead. In fact, 
dimple type heatsinks can be adapted by 
drilling appropriate holes. They may not be 
concentric with the dimples, however, since 
the TO-92 transistors sit most naturally 
between the collector and emitter pins, with 
the base lead kinked outwards to fit the 
triangular pattern in the board. 

With all this sorted out for each of the 
boards, the heatsink assemblies can be 
completed. Smear the underside of the 
power transistors with silicone compound 
and secure the transistors firmly to the 
heatsinks with '2-inch long bolts and nuts, 
either % Whitworth or 5BA. The tran- 
sistors do not need to be insulated from the 
heatsink. In fact, the heatsink and mounting 
bolts form part of the collector circuitry. 

You will need four spacers per board, 
either 4mm or 5/32, such that when the 
heatsinks are mounted, the base and 
emitter pins of the power transistors just 
come through the copper pattern. We found 
some brass nuts of a larger size which we 
turned into spacers by running a ‘in 
clearance drill through them. This done, the 
power transistors assemblies can be put 


‘aside for later installation. 


On the wiring board itself, it is wise to 
smear the copper around the heatsink 
mounting holes with a thin layer of solder. If 


PARTS YOU NEED FOR THE SECTIONS DESCRIBED SO FAR: 


MAIN SECTION 


(As per diagram, page 33, December 1973) 


1 chassis, nominally 38 x 28 x 9cm or 15 x 
11 x 34%ins. 

1 Escutcheon plate. 

Metal cover or wooden case to suit. 

Mounting bracket for slide poten- 

tiometers. 

Rubber feet. 

3-pin DIN sockets, with plugs as required. 

5-pin DIN sockets (180 degree) with 

plugs as required. 

Tagstrips, 3-lug and 4-lug. 

Octal socket (optional). 


Polarised loudspeaker sockets and plugs 
(McMurdo or similar). 

Fuse holders (Sato or similar). 

1.5A fuses. 

Power cord, with grommet, clamp, 3-way 
terminal block. 

2-bank, 4-pole, 5-position rotary switch 
(MSP. Oak type F). 

2-bank, 6-pole, 3-position rotary switch. 


2 2-gang 50k log potentiometers (volume 
controls) with mounting screws, 4.5cm 
travel. 

2 2-gang 500k linear potentiometers (tone 
controls) with mounting screws. 

1 2-meg single linear potentiometer with 

mounting screws. 

Push-on knobs for slide potentiometers. 

Skirted knobs for Select, Mode switches. 

Mains off-on switch (if required). 

6V 50mA indicator light assembly. 

Stereo headphone sockets with isolated 

stereo speaker switching (see text). 

Pieces of particle board and composition 

board to support power modules. (See 

text and diagram.) 

1 Tagboard, 9 lugs per side. 
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2 Mounting pillars, 1cm or in. 

4 MR751 (Motorola) silicon diodes or 
similar (100PIV, 3A min). 

7 Metres (8yds) twin shielded and braided 

figure-8 wire, plus hook-up wire as 

necessary in a variety of colours. 

Resistor 470 ohm 5W. 

2 Electrolytic capacitors, 2500uF 35VW, 

upright can type. (Elna RG or similar.) 

Electrolytic capacitor, 3000 or 3300uF, 

35VW upright can type. (Elna RG or 

similar.) 

1 Power transformer 15-0-15V 2A nominal 
(see text). Ferguson PF3588 or similar. 

2 0.01uF ceramic, 100V or higher. 


~ 


~ 


POWER MODULES (4) 


4 Printed wiring boards 12.3 x 7.6cm. 

4 Fairchild bimesar transistor kits each 
comprising PN5088 (or SE4010); PN4250 
for 2N4250); PN3565 (for 2N3565); 
PN3643 (or 2N3643); PN3638A (or 
2N3638A); AY9171; AY81717. 

4 Aluminium heatsinks, 169; 7.6 x 4 x 
2.7cm overall. 


RESISTORS (AW, 10% 

4 100k; 4 82k; 4 10k; 8 6.8k; 4 4.7k; 4 2.7k; 
4 1k; 8 560 ohm; 8 390 ohm; 12 150 ohm; 
12 27 ohm. 

4 220 ohm preset tab pots. 


CAPACITORS 

4 470uF 16V vertical electrolytic. 
4 100uF 25V vertical electrolytic. 
4 0.47uF 160V polyester. 

4 390pF polystyrene. 

4 270pF polystyrene. 


SHUNT, PHONE BOARD 


1 Tagboard, 10 lugs per side. 

2 in mounting spacers. 

4 0.47uF polyester (small, typically 50V). 
4 15-ohm 4 W resistors. 

4 330-ohm %W resistors. 


FILTER ASSEMBLY 


1 /sostat 2-push-button switch assembly 
(McMurdo part S-4700; or 3-push- 
button assembly S4727, which includes 
mains switch). 

4 0.015uF polyester capacitors, 50V or 
higher. 

4 0.0015uF polyester capacitors 50V or 
higher. 

4 33k resistors 4% or lW. 

2 Mounting spacers, 1.5cm or %in. 


MODULES TO COME 


PREAMP AND TONE CONTROL board, 
as for the Playmaster 136, described in 
December 1972. 

STEREO-24 ADAPTOR, described in 
November 1972. 

SQ DECODER. This has yet to be 
described in detail but it involves a small 
printed wiring board, with plug-in provision 
and a McMurdo or other chassis mounting 
socket. One Motorola MC1312P IC, which 
can only be sold by distributors having a 
royalty arrangement with CBS Inc. Plus 11 
%W resistors, mostly unusual values; 10 
small polystyrene capacitors. 1 220uF 
25VW electro. 4 4.7uF 50VW electros. 


EXT. 4 PHASE CHANGE: Built on a piece 
of Veroboard 6.7 x 3.7cm, this module 
contains 2 small signal transistors, 13 %W 
resistors, 4 0.47uF polyester capacitors and 
1 220uF 25VW electrolytic. 
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This view shows the complete ch 


this is done, the nuts will bite into the solder 
when they are finally tightened and make 
good contact between the transistor 
collectors, heatsink and mounting bolts and 
the copper pattern on the board. 

At this stage, the remaining components 
can be installed as per the diagram. Use an 
iron with a clean, slender tip and flow the 
solder around each component lead as 
quickly as possible, to avoid overheating 
either the pattern or the component. Make 
sure that you install the electrolytics with 
the correct polarity. 

This done, the three ‘‘PN’’ transistors 
contacting the heatsink can be slipped into 
position without, however, soldering them 
to the pattern. Now slip the heatsink 
assembly into place, passing the power 
transistor leads through the board, and the 
three small transistors up into the 
clearance holes. Secure the heatsink. 

Raise the TO-92 transistors by a small 
amount and smear silicone compound 
around them. Pull them back down into the 
holes so that they are about 1mm proud of 
the surface and solder them into position. 
Flow a generous collar of silicone around 
the head of each. 

Solder the pins of the power transistors, 
check everything over carefully, and the 
module(s) should be ready to drop into posi- 
tion in the chassis. 

Before doing this, however, the basic 
chassis assembly should be activated to 
make sure that the power supply is 
delivering the correct voltages, etc. We 
show a position on the power distribution 
board where a resistor can be inserted 


assis with all modules in place. 


temporarily in the transformer CT lead. 
Something around 15-22 ohms, 3W could be 
used; it will not offer complete protection 
against mishaps but it will limit the current 
if there is something wrong between either 
side of the supply and common. 

Having made sure that the supply wiring 
is complete and that no trailing wires are 
resting against the chassis, plug in and 
switch on. If all is in order, the indicator 
light should come on and voltages, plus and 
minus 21.5 approx, should appear across the 
respective filter capacitors. 

You are ready to install and check the 
power modules, one at a time. But first a 
word of warning: 

While the dial lamp will discharge the 
negative supply capacitor after switch-off, 
the positive line filter may retain its charge 
for many hours. If, while working on a 
module, you discharge the capacitor 
through the wrong path, one or more trans- 
istors can be ruined. Remember to 
discharge the capacitor before you dive in 
with a soldering iron. Better still, wire an 
oddment resistor (say 680 ohms 5W) tem- 
porarily across the positive filter, so that it 
will discharge automatically. 

Install the first module, connect it up as 
necessary, and insert a milliammeter in the 
link, with plus to the supply, and set to the 
250mA range. Rotate the current set 
potentiometer, as viewed in the chassis 
fully anti-clockwise, and set the volume 
control pot at full off. Since the earthy side 
of the pot may not at this stage have an 
earth return, run a temporary link to a 
chassis earth. 


Now watcn the current meter and switch 
on. If the meter slams over, there is some- 
thing radically wrong. Switch off instantly 
and check. You may have the power trans- 
istors interchanged, or one of the other 
transistors the wrong way round. Whatever 
you do, don’t tempt fate by switching on 
again and repeating the overload condition 
— whatever is the cause. 

In fact, the current flow with the preset 
pot retarded, should be zero. If it is, reset 
the milliammeter to 50mA and carefully 
rotate the potentiometer clockwise. Bring 
the current up to 12mA and leave the 
module run for a few minutes. If all is well, 
switch off, remove the milliammeter and 
close the link. 

Note that the current should be set 
without a loudspeaker or other load con- 
nected. When the loudspeaker is plugged in, 
current distribution in the output stage will 
change due to the small offset voltage (0.2V 
approx) across the loudspeaker terminals. 

By now connecting a loudspeaker ana 
feeding a signal to the volume control from 
any source capable of producing a reason- 
able signal across 50kohms, it would be 
possible at this stage to check the module 
for sound, or yet again to run instrument 
tests. 

Other modules can be added 
progressively, and similarly checked. It is 
far better to do this than to wire all the 
modules in and switch them. on 
simultaneously. One with an inadvertent 
fault could be ‘cooking’ for several 
minutes while you adjusted the others! 

(To be continued) 
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Simple dual power 
supply for op amps 


Thinking of experimenting with some of the low cost op amps that are now 
readily available? If so you can probably use this simple dual-polarity power 
supply, designed especially for the job. It uses very few parts, and can be built 


at low cost. 


by F. G. CANNING 


Now that linear circuitry such as audio 
amplifiers, modulators, active filters, 
comparators and many others is tending 
increasingly towards the use of integrated- 
circuit units rather than individual tran- 
sistors and discrete components, the ex- 
perimenter and circuit applications 
engineer begins to have a real need for a 
simple power supply unit which is 
specifically designed to feed such ICs, as a 
stable replacement for batteries. The 
rapidly-increasing use of the so-called 
Operational Amplifier or “Op Amp’’ in 
particular calls for specific voltage, 
current, regulation and hum requirements 
which, while they fall ideally within the 
province of battery supply, can never- 
theless be met by a mains-operated unit 
with the added advantages of low running 
cost, stability and reliability. 

The circuit described here has been 
designed to power up to six or seven 
operational amplifiers simultaneously, and 
is believed to meet these requirements. 
Additionally, it can easily be adapted to 
supply much higher currents at a higher 
voltage — sufficient to supply, for example, 
Class B amplifier output stages of ten to 
fifteen watts whose earlier stages can also 
be supplied from the unit, whether or not 
they use operational amplifiers. It can thus 
be regarded asa fairly flexible 
arrangement, despite its simplicity. 

The typical operational amplifier now 
freely and cheaply available, such as the 
uA709 and uA741, normally requires both 
positive and negative power supplies. The 
usual voltage for each supply is 15 volts, 
though lower voltages can often be used for 
certain applications. However, lower 
voltages in general only restrict per- 
formance so there is little point in providing 
for them. Therefore, in this design no 
provision has been made to continuously 
vary the output voltages. 

Some linear integrated circuits may be 
met for which unequal positive and negative 
supplies are specified, eg, plus 15V and 
minus 6V. A simple addition can be made to 
cater for this, as will be described. 

Close regulation of the output voltage 
against changing load or varying mains 
voltage is regarded as essential for this 
work and has the added important property 
of keeping down the effective impedance of 


Cd 


30 Back Beach Road, Portsea, Victoria 
3944 


the supply unit as seen by the circuits being 
supplied. The present design has load 
regulation so good that it is almost im- 
possible to measure with normal volt- 
meters. The change of output voltage from 
zero load to full load is no more than the 
thickness of the meter’s pointer. 

The total drain at either positive or 
negative terminal of an operational am- 
plifier will not normally exceed 5 
milliamps, and may be much less. 
Therefore the present design, which can 
supply up to 35 milliamps on each side, 
should take care of circuits using up to six 
or seven op-amps simultaneously without 
exceeding the safe load limits of the tran- 
sistors employed and without need for heat- 
sinks. 

The residual hum level which can be 
tolerated depends upon the type of circuit 
being supplied and upon its effective gain 
and bandwidth. The intrinsic gain of an op- 
amp is very high indeed and in prattical 
circuits is always heavily reduced by 
negative feedback. Even so, gains of as 
much as 1000 times can easily be obtained 
from a single uA709 and can sometimes be 
usefully employed; in such a case low hum 
from the power supply is essential. Ex- 
periment suggests that a residual hum of 
one millivolt is satisfactory in most cases 
and the present design as it stands meets 
this requirement. If lower hum is desired it 
can easily be obtained at little extra cost, as 
later described. 


To meet the requirements, therefore, the 
needed specification is: 

Input: 230 / 240 volts, 1 Amp. (see text) 
Outputs: Plus and minus 15 volts at 35 
milliamps max. 

Hum: Less than 1 millivolt RMS at full 
load; (proportionally less on lighter loads). 
Regulation, no load to full load: Better than 
0.1 pe 

The design meets these demands. 

As may be seen from the diagram, the two 
sides of the circuit are identical except for 
the transistors. The centre-tapped power 
transformer secondary winding supplies 15 
+ 15 volts to two full-wave rectifier circuits 
for the positive and negative supplies, using 
silicon rectifiers D1, 2, 3 and 4. These were 
type 1N4002 in the prototype but any 1 amp 
rectifier of peak inverse voltage 100 or more 
can be used. Cl and C2 provide sufficient 
smoothing, but can be increased in capacity 
if thought necessary, as discussed later. 

The transistors used are inexpensive 
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PARTS LIST 


RESISTORS: % watt, 5 pc 

R1/2 2.2k 

R3, R4, R5, R6, 150 ohms 
CAPACITORS: 

C1/C2 500 uF 25VW electrolytic 

C3 / C4 .047 uF Mylar or paper, 100VW 
or higher 

C5/C6 47 uF, 25VW electrolytic 
C7/C8 0O.1fuF ceramic disc, 20VW or 
higher 


SEMICONDUCTORS: 


Trt / Tr2 AY6108 or 2N2219 

TR3 / Tr4 AY6109 or 2N2905 

D1, D2, D3, D4 1N4002 or larger (see 
test} 

D5, D6 zener diodes, 15 volts, 400 mW 


MISCELLANEOUS: 

Transformer, 230/240 Primary, 15-0- 
15V Secondary, A & R Type 6672 or 
equivalent {see text) Sw, single or 
double-pole ON-OFF switch, Veroboard 
or tag-strips, wire, machine-screws and 
nuts, case if used,.plugs and sockets if 
used. 


complementary types available from 
Fairchild Australia Ltd, housed in the T018 
package and with a safe dissipation of 0.5 
Watt in free air at 25C ambient tem- 
perature. As the normal full-load 
dissipation in this circuit does not exceed 
0.25 watt there is a good safety margin. 
Type AY6108 is an NPN type and AY6109 a 
PNP: their characteristics are otherwise 
similar and both are of silicon pianar 
construction with correspondingly good 
temperature leakage and drift charac- 
teristics. If desired, AY6108 can be replaced 
by the 2N2219, and AY6109 by the 2N2905, 
both available from Total Electronics Ltd 
or other Motorola distributors. These all 
have very similar characteristics. 
Looking at the positive side of the circuit, 
Tr1 is a series-type regulator through which 
the whole of the regulated output current 
flows. This current flow is controlled by the 
voltage applied to Tr1 base, and this in turn 
is controlled by Tr2 through the voltage- 
drop across R1. Tr2 base is biased by the 
voltage drop across R5, due to the current 
through the 15-volt reference zener diode 
D5. If this diode current varies due to a 
change in load at the 15 volt output ter- 
minal, the voltage across R35 also varies and 
this change is amplified by Tr2. Its collector 
current therefore changes and alters the 
voltage drop across R1 in such a sense as to 
bias Trl in the proper direction to increase 
or decrease its emitter current as required 
by the changed output load. The output 
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NOVEL REGULATOR CONFIGURATION is used in both sides of the supply, to give very 
stable output despite the few components used. The power transformer may be a low 
current type if the 1A outputs are not required. 
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voltage, being determined by the zener 
diode, meanwhile remains almost un- 
changed. The negative side of the circuit 
behaves similarly but the positive and 
negative supplies react independently to 
load changes. C7 and C8 are ceramic discs 
serving as RF bypasses for stability. 

The unit could, of course, be used as a 
single-sided supply of 30 volts of either 
polarity by disregarding the zero terminal 
and making the appropriate 15-volt ter- 
minal ‘‘earthy’’, but the need for this may 
seldom arise. The most likely case is where 
an op-amp is being used as an AC-coupled 
amplifier. It is possible in this case to work 
with a positive supply only, the negative 
supply terminal of the op-amp_ being 
grounded, but this requires extra com- 
ponents in the op-amp circuit and, in the 
author’s limited experience, sometimes 
brings stability problems. It seems simpler 
and more reliable, in both AC and DC- 
coupled circuits, to use the op-amp with the 
standard arrangement of both positive and 
negative supply lines. 

If a lower voltage on either side is needed 
for a particular op-amp, it can easily be 
provided by adding a further zener diode of 
the required voltage, in series with a 
suitable '2 watt resistor, across the ap- 
propriate 15 volt output, as shown dotted. 
Such an extra output should be limited to a 
drain of, say, 4 milliamps, which is suf- 


TABLE 1 Voltage and current analysis 


Zener diode 
Current 
Voltage 
Dissipation 


4.2mA 
15V 
0.063 Watt 


Tr1 / Tr3 
Voltage, collector to emitter, 7V 


Voltage base to emitter, 0.55V 
Collector current 32mA 
Dissipation 0.214 Watt 


Tr2 / Tr4 
Voltage, collector to emitter, 16.5V 
do base to emitter, 0.62V 
Collector current 2.5mA 
Dissipation 0.04 Watt 


ficient for any likely single integrated 
circuit. 

At the collectors of Tr1 and Tr3 there are 
available positive and negative supplies of 
approximately 20 volts, fairly well 
smoothed but not regulated. These can often 
be used successfully for the Class B output 
stages of, for example, a pair of stereo 
amplifiers with outputs of up to 15 watts or 
so per channel. The permissible average 
current drain will be controlled mainly by 
the rectifier diodes and power transformer 
used; with the suggested transformer a 
limit of around 1 ampere should be safe. 
However, in such a case it would be wise to 
increase Cl and C2 tenfold to around 
5000uF, 25VW, and to substitute larger 
rectifier diodes such as the BY118 or BYZ13 
to take care of the heavier surge and ripple 
currents of these capacitors. 

No attempt has been made to incorporate 
overload current limiting in this design, as 
this would require more components and 
much larger transistors with heat sinks for 
Tri and Tr3. However, breakdowns causing 
serious overloads seem to be extremely 
rare in integrated circuits. Of course ac- 
cidental short-circuits of the power supply 
should be guarded against — transistors are 
unforgiving creatures! 

Not many power transformers suitable 
for this application seem to be available in 
catalogues; in fact, the writer could locate 
only one having suitable secondary voltage, 
namely the A&R filament transformer type 
6672. This has a 30 volt secondary with 
several tappings, including one at 15 volts 
which becomes the centre-tap in the present 
design, the rest being unused. The current 
rating is 1 ampere, making it much larger 
than is needed if the unit is to be used only 
for IC’s, but it becomes quite suitable if the 
20 volt 1 amp outputs are to be used. The 
excess size has no electrical drawback and 
can only improve the regulation. 

There is nothing critical about the con- 
struction, and a fairly small piece of 
Veroboard of 0.15 inch matrix will ac- 
commodate everything except the trans- 
former. It is quite practicable to mount the 
circuit board onto the transformer itself, 
without using a case, but keeping the 
transistors at a reasonable distance from 
(Continued on Page 105) 


NEW 
E-Z-HOOK 
XL CAN 
GET YOU 
OUT OF 
DEER 


ROU BIE 


Our new XL 
“ExtraLong” 5” 
E-Z-Mini-HOOK 
reaches through 
wiring nest a full 
4” to make safe, 
short-free con- 
nections. ... either 
vertically or hori- 
zontally with one 
hook. Single con- 
tact point assures 
true readings. 
Same durable 
construction and 
field serviceability 
as our standard 
2%” long X-100W 


E-Z-Mini-Hook. 

10 RETMA COLORS 

FOR EASY CODING 

Red, black, blue, ACTUAL 
green, orange, yel- SIZE 


low, white, brown, 
violet or gray. 


E-Z-MINI-HOOK XL 


SQUARE HOLE 
For hooking lat- 


$1.30 


erally to compo- 

nent leads or EACH 
slipping ver- PLUS SALES 
tically over TAX 


square Wire- 
Wrap* pins. 


* TRADEMARK GARDNER-DENVER 


AVAILABLE FROM LEADING 
WHOLESALERS 


or send direct to: 


GENERAL ELECTRONIC SERVICES 
PTY LID 


99 Alexander St, Crows Nest 
N.S.W. 2065 Australia 


Phone 439 2488 


ELECTRONICS Australia, January, 1974 55 


Solid state 144MHz 
amplifier kit gives 30W 


If you’re a keen radio amateur interested in 2-metre FM or CW, this article 
should be of interest. In it the author describes the assembly of a solid-state 30 
watt RF power amplifier kit offered by one of our well-known advertisers, and 


reports on its performance. 


by JAMIESON ROWE 


Those readers who are also keen radio 
amateurs may have noticed that for some 
months now, Dick Smith Ele¢tronics has 
been advertising a family of three VHF 
power transistors, the 2N5589, 2N5590 and 
2N5591. Made in the USA by Solid State 
Scientific, Inc. the three are intended 
especially for use in the final stages of FM 
and CW transmitters working in the VHF 
bands. Working from a nominal 12.6V DC 
supply, and in cascade, they will take a 
meagre hundred milliwatts or so of drive at 
144MHz and boost it up to around 30 watts. 

Being modern epitaxial planar silicon 
devices with distributed emitter sites and 
integral emitter ballast resistors, they are 
electrically quite rugged — capable of 
withstanding severe mismatch conditions 
under full drive. At the same time they 
feature a low-inductance stripline ‘‘cap- 
stan’”’ package, which offers both improved 
electrical stability and more effective 
heatsinking. And perhaps the best news of 
all is that they are not nearly as costly as 
the early devices of this type: individually 
they range from $6.50 to $9.85 in 1-9 quan- 
tities, while Dick Smith Electronics has 
been advertising the set of three for $22.50. 

Apparently the transistors have become 
quite widely used both here and in the US by 
manufacturers of mobile and marine radio 
gear. By repute they were also known to at 
least some amateurs, and no sooner had the 
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adverts first appeared than the orders 
started coming in. It wasn’t long after that 
before the reports came filtering back from 
happy customers, delighted with the results 
they were getting and the freedom from 
strife. 


So numerous were the happy reports, in 
fact, that Dick Smith himself, also a 
licensed amateur (VK2ZIP), decided to 
build up a PA unit using the devices. He did 
so, and tried it out with one of the popular 
“Ken”? hand-held FM transceivers. The 
results were so good that he decided there 
and then to add the project to his list of DSE 
“Superkits,’’ or the kits which he feels are 
worthy of special treatment and emphasis. 


At about the same time he rang me up, 
and asked me if I thought our readers might 
find the amplifier of interest as a project. 
When I replied that this did seem likely, he 
undertook to send over one of his kits ‘“‘off 
the shelf,” so that I could have a go at 
wiring it up. We both agreed that this would 
be the best approach, because I would then 
be able to report on the amplifier not just as 
a VHF power amplifier, but also as an 
example of DSE ‘‘Superkits,’’ putting 
myself in the same position as a customer 
buying the kit over the counter. 


Hence this article, which is thus both a 
report of my experiences assembling a 
“Superkit,”” and a report on the per- 
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formance of the sample VHF power am- 
plifier when assembled. 

Incidentally, the price of the complete 
Superkit, which includes the printed wiring 
board and all minor components (but not a 
box, or cable connectors) is only $37.50. 

Opening the kit when it duly arrived, my 
reaction was very favourable. All of the 
parts for the three stages appeared to be 
there (always a good start!). Not just the 
printed board, transistors and minor 
components like capacitors, trimmers and 
ferrite beads, but also the not-so-obvious 
bits like coil formers and slugs, generous 
lengths of the right gauges of wire for coil 
winding, and even three lengths of resin- 
cored solder. The solder was to prove more 
than enough, for those who may be caught 
short at 2 o’clock on Saturday afternoon! 

In fact when I set out the parts carefully 
before tackling the assembly, I found only 
one thing missing: the three little lengths of 
rubber thread needed for locking the cores 
in the Neosid coil formers. Luckily I had a 
few left over from a previous project, so 
that there was no harm done. 

On examining the notes supplied with the 
kit, I found that they are concerned mainly 
with the main essentials. They give all the 
basic details concerning coil winding, 
component placement and wiring, and 
adjustment for correct operation. However, 
they don’t give a great deal of guidance 
concerning the actual assembly of the unit, 
so that in this respect I had to rely on past 
experience. 

One thing the notes did make clear, 
however, was that the transistors would 
need adequate heatsinking. This applies 
particularly to the third stage. The 
prototype unit pictured in the notes (also 


EXTERIOR view of the amplifier as built by 
the author. There are only three external 
connections: DC power input, RF input and 
RF output. 


INTERIOR of the author's version of the 
144MHz amplifier is shown at left. The 
aluminium die-cast case also serves as the 
heatsink for the power transistors, making a 
neat and compact little unit. 
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COMPLETE CIRCUIT of the amplifier is shown at top of page, 
while the wiring details of the three stages are shown above 
and at right. Full winding details for all the coils and RFCs are 


given in the box below. 


shown here) was apparently built up on a 
length of U-shaped aluminium extrusion, 
measuring 2% x 1%in in cross-section. 
While this no doubt would serve the pur- 
pose, I didn’t find it very appealing in terms 
of compactness or visual appearance. 
After a little head-scratching I came up 
with the fairly obvious solution visible in the 
other photographs. The long printed wiring 
board is cut into three, separating the three 
stages, and these are then mounted inside 
an aluminium die-cast box which also 
serves as the heatsink. The box is one from 
the Eddystone range, and measures 187 x 
120 x 57mm, but there is a similar box in the 
STC range which should be equally suitable. 
Upon getting the box, I cut up the board 
and proceeded to work out the layout least 
likely to cause spurious coupling between 
stages. This done, the obvious step was to 
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mark out, and drill all the mounting holes in 
the boards and the box. It was then that the 
next little problem appeared. 

The notes supplied with the kit do not go 
into detail regarding the actual mounting of 
the transistors, confining themselves to the 
statement that ‘“... In all cases the 


COIL WINDING DETAILS 


L1, L2: 4% turns 20SWG tinned copper 
wire, spaced to %in long on Neosid 
722 /1 former with F29 slug. 

L3: 2% turns 20SWG tinned copper 
wire spaced to %in long on Neosid 
722 /1 former with F29 slug. 

L4: 3 turns 20SWG tinned copper wire 
air cored, wound on 5/ 16in dia. 
mandrel and spaced to ‘in. 

L5: 3 turns 16SWG tinned copper wire 
air cored, wound on 3 / 16in mandrel 
and spaced to %in. 

L6: 2 turns 16SWG tinned copper wire, 
air cored, wound on 5 / 16in mandrel 
and spaced to ‘in. 


RFC1, RFC5, RFC9: Two parallel tinned 
copper wire, threaded through ad- 
jacent holes of a Philips ferrite bead 
No. 4312 / 020 / 31550. 

RFC2, RFC6: 6 turns 20SWG tinned 
copper wire wound on ‘in mandrel, 
spaced to ‘in long. 

RFC3, RFC4, RFC7: Single tinned 
copper wire through Neosid F29 
tuning slug. 

RFC8: 5 turns 16SWG tinned copper 
wire wound on 5/ 16in mandrel and 
spaced to ‘in long. 

(Twist drill shanks make good mandrels 
for winding the air-cored coils.) 


OUTPUT 


mounting stud of the transistor must make 
intimate contact with the heatsink.’’ For 
anyone like myself who had not previously 
used transistors in the ‘‘capstan” package, 
this still left the precise method of mounting 
anything but obvious. 

Again, there was a certain amount of 
head-scratching, until I came up with what I 
have since discovered is the right answer. 
This involves drilling a pilot hole in each 
board at the centre of the transistor 
location, and reaming out the hole carefully 
until the body of the transistor will just drop 
through. The copper areas immediately 
surrounding the hole are then cut back 
slightly with a knife or razor blade to 
prevent the possibility of them shorting to 
the base of the transistor when the two are 
mounted in the box. 

At this stage the boards can be held inside 
the box in their appropriate positions, and 
the positions of the board mounting holes 
marked using the holes already drilled in 
the boards as a guide. Incidentally it is 
necessary to drill a second mounting hole in 
the output stage board near the RF input 
pad, as the copper pattern shows only a 
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144MHz amplifier kit 


single hole position at the other end. 

The board mounting holes can now be 
drilled, together with those for the co-axial 
connectors and the DC supply cable. And 
after all holes have been de-burred 
carefully, the boards (still unwired) can be 
temporarily mounted in the case to allow 
accurate marking of the case at the exact 
centres of the large reamed-out transistor 
holes. The boards should then be removed, 
and small holes (say %in or 3mm diameter) 
drilled in the three marked positions. Then, 
using one of the transistors as a guide, each 
hole should be carefully reamed out until it 
is just a clearance fit for THREADED 
STUD of the transistor. Again, the reamed 
holes should be carefully de-burred, to 
ensure that the body of each transistor will 
ultimately be in intimate contact with the 
case. 

Just in case all this is not clear, and so 
that you won’t have to work it out the hard 
way too, the final mounting arrangement is 
shown in the diagram. This should make 
clear the reasons behind some of the stress 
in the foregoing description. 

There is still one step which should really 
be done before the actual wiring of the 
boards. This is the mounting of the small 
Neosid coil formers to the boards for the 
first and second stages. 

I don’t know the exact mounting method 
for these formers recommended by the 
manufacturer, but I mounted them in the 
following way, and it seems to work. First, I 
drilled a small hole in each of the three 
positions indicated by the board patterns, 
and then carefully reamed the holes out 
until they appeared close toa neat fit for the 
keyed bases of the formers. Then with a 
small rectangular jeweller’s file, I filed 
small notches out from the holes to clear the 
former keys. 

Finally the three formers were cemented 
into the holes, using Araldite epoxy cement, 
and the two boards concerned carefully 
placed out of harm’s way for 24 hours to let 
the cement cure. Meantime, I wound the 
various coils, using the wire supplied and 
according to the instructions which are also 
shown in the table. It was also possible to 
wire up the third stage board, as this does 
not involve any coil formers (the coils are 
all self-supporting, and with no slugs). I 
used the shanks of appropriate sized twist 
drills as mandrels for winding the air-cored 
coils and RFCs. 

Note that the transistor is not wired in 
circuit at this stage, but is left until the 
board is mounted into the box. This applies 
also to the other two boards, which may be 
wired up also when the cement has cured. 

When the boards are wired, they are 
mounted into the box, and the various in- 
terconnections made. I used some of the 
excess stout tinned copper wire supplied in 
the kit for the RF interconnections, stret- 
ching it first to make it more suitable for 
bending into shape. The DC supply wiring 
was made in _ stout plastic-covered 
multistrand hookup wire (actually a length 
of plastic figure-8 flex split apart). Finally 
the transistors were mounted in position, 
orientated with the indexing dot facing the 
collector pads of the patterns. First the 
mounting nuts were carefully tightened, 
and then the four connecting tabs soldered 
to the board pads. 

With the complete amplifier now 
assembled, the next step is to feed it with 


DC and drive, and tune it up. The 
requirements are a suitable power supply 
capable of delivering a nominal 12.6 — 13.8V 
DC at up to about 4 amps (or alternatively a 
well-charged car battery), a small tran- 
smitter or exciter capable of generating a 
drive of at least 100-120 milliwatts at 
144MHz, and a dummy load fitted with a 
power measuring facility. The notes sup- 
plied with the kit suggest that the load / - 
power meter should be of 50 ohms im- 
pedance, but a 75 ohm load will be ap- 
propriate if this is to be the impedance of 
the aerial to be used. The matching circuit 
of the output stage is capable of being tuned 
for either impedance. 

I used my trusty ‘“‘VHF Powermatch,” 
described some time ago, with which many 
readers will be familiar. This has adequate 
sensitivity for the job, and although it will 
only indicate up to 30 watts, it will still allow 
satisfactory tuning of the final stage if the 
supply voltage to the amplifier is kept below 
about 13V. 

Basically the amplifier stages are tuned 
up in cumulative fashion, starting first with 
the low power stage, then adding the second 
stage, and finally the ‘‘afterburner.’’ 

Power is temporarily disconnected from 
the second and third stages, and the input of 
the second stage disconnected from the 
output of the first. In its place is connected 
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the dummy load ’ power meter. With drive 
and power applied to the first stage, the 
slugs are then tuned for a peak in output. In 
my case this amounted to about 2 watts. 

At this point it is a good idea to check the 
stability of the stage, by disconnecting the 
RF drive. The output should fall to zero! If it 
doesn’t, the idea is to re-adjust the coil slugs 
until this is achieved, without sacrificing 
more than an absolute minimum of output. 
It can be done, but in my case it took a few 
attempts. 

When the first stage is peaked up, the 
second stage can be connected back to the 
supply, and its input reconnected to the first 
stage output. The power meter is connected 
now to the second stage output — tem- 
porarily replacing the third stage input — 
and drive and power re-applied. The input 
coil slug and output trimmers are then 
adjusted as before, for a peak in power 
output. It may be necessary to touch the 


output slug of the first stage, in order to 
achieve the best result, but don’t adjust it 
very far, or you may undo the good work 
and have to go back and start over again. In 
my case the second stage output peaked at 
around 10 watts. 

The final step is to connect up the final 
stage, and adjust its four trimmers for a 
peak as before. Here the notes supplied with 
the kit stress that for stability, the series 
input trimmer should be kept set to between 
a half and a third of the shunt trimmer 
capacitance (not an easy thing to judge!), 
but I found that in my case this stage 
showed no tendency to take off even with the 
two almost equally screwed in. 

With a supply voltage of close to 12.6V, the 
sample unit gave almost 25 watts of RF 
“steam,” and this would no doubt climb to 
well over the 30 watts if the supply were 
increased to the 13.8V upper limit. 

Of course, with transistorised RF power 
amplifiers it is not just a matter of 
achieving the desired power output level. 
There is also the matter of ensuring that the 
output is free from spurious emissions — 
not just harmonics, either. As many 
amateurs (including myself) have found to 
their embarrassment, RF power transistors 
are quite capable of generating all sorts of 
weird and wonderful signals along with the 
one which they are supposed to be 


PROTOTYPE amplifier built up by Dick 


Smith Electronics is shown above, to 
illustrate alternative physical format. The 
diagram at left shows the way in which the 
power transistors are mounted 


delivering! Undesirable, to say the least. 

It was with this possibility in mind that I 
put the sample unit through a fairly 
rigorous series of tests using tunable 
wavemeters, the VHF Powermatch with a 
CRO connected to the output of its dummy 
load detector, my 144MHz receiving setup, 
and a solid-state TV receiver operating at 
the end of the bench. Past experience has 
shown that this last-named piece of ‘‘test 
equipment” is capable of showing very 
quickly whether or not a rig is producing 
spurious output. 

The final test was to connect up the unit 
to a two metre aerial, and seek a critical 
report from a fellow amateur. 

The result of all this cautious testing is 
that I can confidently give the Dick Smith 
“2 Metre PA Superkit” a clean bill of 
health. Not only does it deliver the power 
output claimed, but it also seems quite 
stable and free from nasty side emissions. 

In short, then, I can fully recommend 
the kit to any amateur who would like to 
build up a- solid-state 30-35 watt power 
amplifier for an existing 144MHz CW or FM 
rig. The logical question now is whether 
DSE will follow up the kit with companion 
kits for 6 metres and 432MHz. How about it, 
Dick? fe) 
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Mini-ti: for stereo ‘phones 


Here is a design for a bare-minimum stereo amplifier for headphones, designed 
around the Motorola MFC4000@'functional 1C” device. While it uses only a 
handful of components and may be built at very low cost, the performance is 
surprisingly good. 


by BRIAN WOODWARD * 


Integrated circuit technology has 
progressed over the last five years at an 
alarming rate but mainly in the field of 
complex circuitry where the obvious ad- 
vantages of multi-component integration 
can be fully exploited. Rarely do integrated 
circuits lend themselves to ‘“‘tinkerers”’ or 
to very basic applications without wasting a 
great part of the devices’ potential. 
However, the Motorola MFC4000 general 
purpose AF amplifier is almost a gift to the 
casual hobbyist. 

The specifications of the device are much 
more impressive than its diminutive ap- 
pearance. It is a four pin package, the case 
being only 7mm at its longest and weighing 
0.25 gram. So it is indeed a tiny integrated 
circuit, only slightly larger than a single 
transistor. 

For all this it is a six transistor general 
purpose AF amplifier, with a maximum 
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THE AUTHOR'S prototype unit, which combines two Mini-fi 


amplifiers with a low-cost turntable. 


output of 250 mW RMS and a modest power 
consumption of 60 mA (max) with only 3.5 
mA standby drain. It has an impressive 
0.7pe distortion at 50 mW rising to 4pc at 250 
mW with a 9V DC supply. For normal uses 
the amplifier’s slight distortion handicap 
over true hi-fi devices is unlikely to be more 
than that of the speaker being used. 

But by far the most impressive features of 
the MFC4000 are its price, and the fact that 
as few as four discrete components are 
needed to construct a working quarter watt 
amplifier. At a retail cost of around one 
dollar from Total Electronics, the MFC4000 
can offer a substantial saving in the con- 
struction of a small general purpose ampli- 
fier, the main saving being in the trans- 
formers and extra transistors needed to 
construct a conventional small power 
amplifier. It operates with a transformer- 
less output into a 16 ohm load but will run 
quite happily into 8 ohms. 

The Mini-Fi project started because the 
author is a compulsive TV addict and after 
twelve years away from school found him- 
self unable to study on returning home from 
tech if the insidious ‘‘box’’ was on. Every- 
thing was tried, firstly by ignoring the TV. 
When that proved impossible, I then tried 
playing the family hi-fi through head- 
phones, but the the TV could still be seen as 
it was in the same room. 

This was avoided by fitting an extra long 
lead on the headphones and studying in 
another room, but each time the record was 
changed the TV had to be passed and the 
lure invariably won. So it was decided, that 
by buying one of the small and very cheap 
turntables currently available from many 
of the advertisers in Electronics Australia, 
and making a minute stereo amplifier with 
two MFC4000’s, I would construct a small, 


INSIDE the MFC4000 functional IC, 
which forms the heart of the Mini-fi 
amplifier. 


aT 


CLOSE-UP VIEW of one of the prototype amplifiers, which are 


lightweight and very cheap headphones- 
only record player. 

Many compromises have been made in 
the construction and design, mainly cost 
compromises. Disposals printed circuit 
boards were used, one for each channel, 
costing only 10c each. Slight modification 
was needed to accept the components but 
Veroboard would be eminently suitable for 
the task. 

As the MFC4000 device itself is so small it 
became something of a challenge to make 
the amplifiers as small as possible and take 
full advantage of the space savings possible 
— even though there is usually enough room 
underneath a turntable for a much larger 
and less stringently compact design. The 
Volume controls used were 10k pre-set pots 
that were glued with Araldite directly onto 
the back of the front control panel, leaving 
just enough of their /4’’ shafts projecting to 
take very small control knobs. The PC 
boards were then soldered directly onto the 
pre-set pot tags. Layout is not critical but a 
pair of long nosed tweezers will be essential 
to act as a heat sink when soldering the 
MFC4000 in place. The huge 1 watt 10k 
feedback resistor was necessary because of 
a current shortage of this and several other 
value resistors. 

The appearance of Cx would at first ap- 
pear strange. In construction the amplifier 
was found to have such a good potential 
quality that the crystal cartridge supplied 
with the cheap tone arm was the weak link 
in the chain. Replacing this with a Philips 
ceramic unit that was otherwise unused 
proved this, but to the detrimental reduc- 
tion of response at the bass end. Even the 
best record sounded as though it had been 
well rubbed with coarse wet-and-dry sand- 
paper. 

It was obvious that the higher frequencies 
would have to be cut or muted, to rebalance 
the response. With different cartridges the 
value of Cx changed considerably and for 
the Philips ceramic unit 0.1 uF polyester 
caps were found, by trial and error, to give 
the best results. 

The reason for ‘‘tinkering’’ with the 
response of the amplifier at this point has a 


* 8/39 Walton Crescent, 
NSW 2046. 


— ~~ 


Abbotsford 


supported by the preset pot lugs. 
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tworuia purpose. Firstly, if the value of Cx is 
to be found by trial and error, to continually 
replace a feedback network on such a tiny 
PC board can be tedious. Secondly, the 
volume control now takes over the ad- 
ditional function of tone control. With a 0.1 
uF capacitor, the lower levels of volume are 
fairly strongly muted whereas louder 
settings of the control also make the sound 
crisper, usually in keeping with the type of 
music that is played louder. 

The power supply need not be large as the 
drain, even on peaks, is unlikely to exceed 
120 mA. 

On the prototype a miniature bell trans- 
former was used with the 8V tap being 
rectified. A bridge is used for rectification 
as the inherent low noise of the amplifier 
shows up any stray 50 Hz hum very quickly. 
The amplifiers seem to run quite happily on 
any voltage between 7.5 and 12V without 
any ill effect. 

The ceramic cartridge used is of the low 
output variety and yet power output from 
the amplifier is quite adequate for all but 
the most masochistic of listeners. The 
amplifier has also been run open circuited 
on a number of occasions with no ill effects. 

Even using cheap headphones, which has 
kept the overall cost of the project ex- 
tremely low, the sound reproduction is quite 
creditable. 


HEADPHONES 
1 M 


a ee 
3 


COMPLETE CIRCUIT of the headphone 


system is shown at top, with a suggested 
stereo board pattern and layout shown 
above. 


MINI-Fl PARTS LIST 


SEMICONDUCTORS 
2 MFC4000B integrated circuits 
4 100 mA diodes 


CAPACITORS 

2 4.7uF / 9VW electrolytic 
2 470 uF / 9VW electrolytic 
1 100uF / 9VW electrolytic 
2 .0047 uF polyester 

2 Cx (see text) 


RESISTORS 
2 10k 10pc % watt 
2 10k pre-set (log) potentiometer 


MISCELLANEOUS 

1 240V 9V power 
(150mA) 

2 Printed circuit boards or Veroboard to 
suit. 

2 control knobs 

1 1 turntable with tone arm and car- 
tridge mains cord, plug, hook-up wire, 
shielded cable, etc. 


transformer 


There's a place 
for you inthe 
growing world 
of electronics 


Whether you’re a hobby 
enthusiast or have professional 
ambitions, a Stott’s course will 
help you find it. 


Every day the number of applications 
for electronics in industry, science and 
business increases. It’s a field which 
offers valuable career opportunities in 
manufacture, installation, servicing 
and sales—but only for people with 
thorough training. 

That’s why Stott’s have just introduced 
an important new course, Introduction 
to Electronics. It combines both the 
theoretical and practical aspects, and 
includes a number of experiments to 
give you experience in the construction 
of electronic equipment. Extensive kits 
are supplied with the course. 


Other Stott correspondence courses 
will help you become expert in the 
theory and practice of radio communi- 
cations, or give you the know-how to 
get an Amateur Operator's certificate: 
Radio for Amateurs Course: 

From radio basics, to intricate prin- 
ciples. Receiver design and construc- 
tion. Latest techniques in electronics. 
Everything you'll ever need to know, 
made easy to understand by top radio 
engineers. 

Amateur Operator’s Certificate: 

Gives you the background knowledge 
and the skills you need to pass the 
PMG exams and get your Certificate of 
Proficiency. 


Make your place in the world of 
electronics. Start today by sending in 
the coupon below. 


i a 


TECHNICAL CORRESPONDENCE COLLEGE E 
159 Flinders Lane, Melbourne, 3000 
383 George St., Sydney, 2000 

290 Adelaide St., Brisbane, 4000 


66 King William St., Kent Town, S.A. 5067 
89 St. George’s Tce., Perth, 6000 


Please send me, free and without obligation, 
full details of your courses in Radio and 
Electronics. 


@ Mr., Mrs., Miss 
a Address 
a Postcode 


ie No sales counsellor will call. 


Age 


STC441 
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Low cost homodyne 
for local reception 


Here is another AM radio tuner using the homodyne method of demodulation. 
Developed in our own laboratory, it is easy to build and uses components 
which should be readily available. While not presented as a ‘‘no holds barred’”’ 
design for the serious music lover, it performs surprisingly well. 


by [AN POGSON 


When the Homodyne tuner was first 
described in June and July last year, it 
captured the imagination of many readers, 
due in some measure to the different 
techniques involved, but also to the re- 
markably low level of distortion and its 
simplicity. Unfortunately, no sooner had it 
got off the ground, when a shortage of the 
Motorola MC1330P IC made it difficult if not 
impossible to assemble a complete kit of 
parts. I understand that there have been 
limited numbers of these ICs more recently. 

As soon as the shortage of ICs was known 
to us, we discussed the possibility of using 
another IC. The search for a_ direct 
replacement was quite fruitless, in that 
there seemed to be no other IC of the type 
concerned which broke the connection 
between the clipper and mixer circuits. In 
other words, this connection was not 
brought out to terminating pins to allow 
introduction of the tuned circuit which 
seemed to be a necessary part of the design. 
There were quite a number of what ap- 
peared to be otherwise quite suitable ICs 
and so we started to rethink some of the 
details around the tuned circuits. 

We reasoned that perhaps it was not 
really necessary to have a tuned circuit 
between the clipper and the mixer, provided 
we had sufficient overall selectivity to avoid 


adjacent channel interference. This 
sounded all right in theory and so we 
decided to see if the theory worked out in 
practice. A simple TRF version was lashed 
up and it seemed to work out as expected. 
However, I was not satisfied that the simple 
TRF tuning arrangements were sufficient 
to separate all the local stations in places 
such as Sydney and Melbourne. It seemed 
that the answer to this was to go toa simple 
superhet. 

The change over to a superhet circuit 
involved very few extra parts and added 
very little to the complexity, and so we 
embarked on development of the simplest 
superhet possible and incorporating the 
homodyne method of demodulation. No 
sooner had this been sorted out than the 
author of the original design came up with 
another design which avoided the use of the 
difficult to obtain IC (published in the 
November issue). This presented us with 
the dilemma as to whether we would not be 
overdoing the homodyne theme over a 
period of only a few months. But as our new 
design was rather different from the other 
two, we considered that a wider choice for 
readers would not be a bad thing. So here it 
is. 

Before we proceed with details of our 
version of the homodyne, it would perhaps 


ne 
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be wise to briefly explain the homodyne 
principle of demodulation for those as yet 
unfamiliar with it. 

Like the synchrodyne, the homodyne 
involves extraction of the audio modulation 
by a mixing process rather than by rec- 
tification’ A local oscillator signal at the 
incoming signal frequency is mixed with the 
signal to produce an audio beat. This is 
sometimes called ‘‘exalted carrier’ 
detection, because the added local oscillator 
signal effectively adds to the amplitude of 
the signal carrier component compared 
with its sidebands. The effect is thus of a 
very lightly modulated resultant signal, 
which tends to keep distortion low in the 
detection process. 

But whereas the synchrodyne system 
generates its own local oscillator signal, 
which is locked to the incoming signal 
carrier, the homodyne derives this signal 
directly from the carrier itself. This 
completely avoids any problems of syn- 
chronisation. 

In order to get a suitable signal from the 
original signal carrier, the signal is split 
two ways before the detection process. One 
part goes directly to the mixer to be 
demodulated, while the other is stripped of 
its modulation by passing it through am- 
plifiers and clippers. It is then injected into 
the second input of the mixer, whose output 
becomes the demodulated audio. This is all 
done in one integrated circuit component. 

To see just how all this has been put into 
practice, let us take a closer look at the 
complete circuit. The first stage proper is 
the now familiar self-oscillating mixer, 
which we have used many times before. 
Preceding this stage is a standard aerial 
input circuit tuned to the incoming signal, 
and an FET whose purpose will be ex- 
plained. Following the mixer is a pair of IF 
coils with capacitive top coupling. 

The nominal IF of 455kHz is amplified in 
the second stage by a conventional am- 
plifier with a resistive collector load. Output 
from the IF amplifier is split two ways as 
explained before and each fed via a 27pF 
capacitor into the LM1351 IC. Audio 
emerges from pin 1. 

Due to the bandwidth, 10kHz heterodynes 
or whistles, become a nuisance at night. 
Indeed, in many instances the 10kHz whistle 
would be so objectionable that it would ruin 
reception. Fortunately, this may be avoided 
with a filter, a ‘bridged T’’ filter tuned to 
10kHz. This notches out the offending 
whistle. 

With such a simple overall system, there 
seemed to be limited possibilities for an: 
effective AGC arrangement. After some 


This picture shows the neat and simple 
arrangement of the prototype. The tuning 
control and dial, although of low cost, are 
quite acceptable for the lounge room. 


2N5485, 
2N5459, 
BFWi11 


2/Tu/38 


The circuit above is described in detail in the 
text. The picture at right shows an interior 
view and the general disposition of major 
components. 


consideration, we came up with the rather 
novel idea which may be seen in the circuit. 
Fundamentally, we have made use of the 
fact that a junction FET may be used as a 
variable resistor between source and drain, 
by applying a suitable bias to the gate. The 
bias is derived from a pair of diodes in a 
voltage doubler arrangement, rectifying 
some of the output of the IF amplifier. The 
negative voltage developed is in proportion 
to the signal strength and when applied to 
the gate of the FET, varies the resistance 
accordingly. 

The source and drain of the FET are 
effectively in series with the aerial input; 
they are grounded to DC but are kept at a 
high AC impedance above ground for the 
incoming signal. When the resistance of the 
FET is varied by the bias applied to the 
gate, AGC action is achieved. 

Although it is by no means essential, 
tuning can be made easier by adding a 
tuning indicator such as a meter. Pin 2 of 
the IC is the audio output and it also has 
about 6 volts DC at this point, and which 
rises in proportion to the level of signal fed 
into the IC. This may be used to actuate the 
tuning meter, which is incorporated bet- 
ween the IC and a few resistors which 
complete a bridge circuit. The no-signal 
zero of the meter is set with a 2.2k preset 
potentiometer and the meter reads forward 
on signals. 

The power supply is a conventional 
design, delivering +12 volts DC regulated 
at about 25mA. A small transformer sup- 
plies about 12.6V AC to a bridge rectifier 
and the rectified AC is filtered by a 2000uF 
electrolytic. The voltage is then regulated to 
12 volts with a zener diode and a further 
filter of 470uF. A .082uF capacitor bypasses 
one side of the transformer secondary to 
arrest any signals which may find their way 
via the power lines. The pilot lamp is also 
fed from the transformer secondary, with a 
100 ohms resistor in series to ensure a long 
life for the lamp. 


+E) SUPERHET HOMODYNE TUNER 


240V 


Ao 


VIEWED 
FROM ABOVE 


+12V 


WHISTLE FILTER 
(SEE TEXT) 


4xEM401. etc. 


+12V 


There should be no problem with com- 
ponents, but a few comments may be 
helpful. All resistors, except where stated 
otherwise, may be either %4W or %W. 
Capacitors in most cases are not critical 
except the .0luF capacitor shunting the 470 
ohm mixer resistor, which should be 
adhered to. It should preferably be one of 
the polycarbonate types, although a 
ceramic type would normally be 
satisfactory. 

It may be seen that we have used a 
number of .082uF capacitors and this 
reflects the state of the components 
situation at present. We used this particular 
value because we were unable to get 0.1uF 


at the time. If you have a choice, either 
value should be satisfactory. 

The coils are conventional types which we 
have used in the past. However, whereas 
only one brand was available previously, at 
least one and perhaps two more 
manufacturers are now making a similar 
range. We have tried some of the new ones 
and there appears to be no difference in 
performance, so that they should be readily 
interchangeable. It should be_ noted 
however, that each manufacturer has his 
own type numbers for his range of coils. The 
parts list shows the numbers for two readily 
available brands. 

The IF transformers, while they may be 
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AERIAL 


TOS4¢ 


The printed board is shown trom the component side, with each item identified. The copper 
is shown “ghosted” to facilitate following the circuit. Wiring of the power supply panel is 
shown at right, which makes assembly of this item just as easy as the main board. 


bought ready made, may also be wound 
quite readily. If you wish to wind your own, 
they are wound on Neosid type ‘“‘E”’ ad- 
justable inductance assemblies. The 
resonant winding consists of 130 turns of 
36B&S enamel wire and the coupling win- 
ding on the second unit consists of 15 turns 
of the same wire, wound over the top of the 
other winding. Make sure that you ter- 
minate the windings, to correspond with the 
board. The start of each winding is con- 
nected to the ‘‘cold’’ or earthy side. 

It should also be noted that the first IF 
transformer does not need the 15 turn 
winding. Another very important point is 
that the home wound coils need 330pF 
capacitors instead of the 390pF specified for 
the commercial types. 

Before leaving the subject of coils, we 
have a choice of whistle filter coils and 
assemblies. One which has been available 
for many years, is the complete assembly 
made by RCS Radio and sold wired and 
adjusted. Our printed board has been made 
to accommodate this one. Another whistle 
filter coil has recently become available, 
originally the idea of Mr P. M. Stephenson, 
of Synchro-Tech Electronics. We un- 
derstand that a complete whistle filter 
assembly is also being made available. The 
complete assembly or the coil separately, is 
available from Watkin Wynne and Synchro- 
Tech Electronics. 

We have also made provision for the new 
coil on our board. As the inductance is quite 
different from the RCS unit, the two 
capacitors must be changed from .0047uF to 
.047uF. Also, the 270k resistor should be 
changed to 470 ohms or less and the 100k 
potentiometer should now be 1k. The board 
has been laid out so that all these dif- 
ferences can be accommodated. 

We used a Roblan padderless 3-gang 
capacitor, although only two sections are 
used. This unit is available either with or 
without trimmers. The gang with trimmers 
may be used directly on the board but the 
unit without trimmers is somewhat cheaper 


and may be readily adapted by fitting two 
miniature Philips 20pF trimmers. The 
spindle may need to be shortened slightly. 


The box into which the tuner is fitted, is a 
commercially made unit manufactured by 
Australian Transistor Co and should be 
readily available. This is perhaps the 
easiest way to house the tuner, but other 
boxes may be available which would also be 
suitable. 

Construction could start with the power 
supply. All components except the trans- 
former are mounted on a _ piece of 
miniature tag board. It is only necessary to 
follow the wiring diagram to do this job. The 
transformer and a_ 3-position moulded 
terminal block for the mains, are mounted 
on the back panel of the box. This may be 
seen from the photograph. The power 
supply assembly is also mounted on the 
back panel. We used two 3%4in long screws 
with extra nuts, to stand the assembly off 
the panel by 3gin or so. A solder lug is used 
to tie the earth line to the case, via one of the 
screws. 

The next and major job is to assemble the 
printed board. Reference to the diagram 
makes this task quite an easy one. We 
suggest that you place the small com- 
ponents, such as resistors, capacitors, 
diodes and transistors first. Then the larger 
items such as the coils, whistle filter and 
finally the gang are soldered in. Make sure 
not to overheat components when soldering. 
This applies particularly to the small items. 

Due to some minor circuit changes since 
the board was drawn up and the unit 
assembled, it will be seen that there are 
some unused holes on the board. Also, the 
5.6pF capacitor is mounted directly on pins 
2 and 4 on tne aerial coil, underneath the 
board. 

As mentioned earlier, we provided for two 
different types of whistle filter on the board. 
If you use the RCS assembly, it is mounted 
on the board with two stand-off pillars. The 
input and output leads must be run from the 
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OUTPUT 


TO METER 


2500pF 


EARTH 


— 470pF 


12.6V AC +12V 


main board and the 100k potentiometer 
must also be connected back to the main 
earth copper on the board, via the 270k 
resistor. If you use the Synchro-Tech coil, 
then it will be mounted directly on the 
board, through the four holes provided. The 
two .047uF capacitors, the 470 ohm resistor 
and the 1k trimpot must also be added to the 
main board to complete the filter system. 

Another important point is the correct 
fitting of the socket for the IC. The end 
corresponding to pins 1 and 14 will have a 
dot or recess moulded in and this end should 
be facing towards the front of the board. It 
may be seen that we have allowed for a 16 
DIL socket; if a 14 pin socket is used, the 
two holes nearest the back of the board 
should be left vacant. When fitting the IC to 
its socket, make sure that the power supply 
is off. The recess or dot on the IC moulding 
must correspond with that on the socket. 
Care should also be taken to insert the IC 
carefully, making sure that all pins are 
entering the socket correctly. 

The back panel is fitted with aerial and 
earth terminals, a rubber grommet for the 
mains lead and a grommet for the audio out 
lead, as may be seen from the photographs. 

With the board, back panel and front 
panel completed, there are a number of 
leads which must be added so that the 
various parts can be interconnected on final 
assembly. These consist of wires for the 
aerial and earth terminals, tuning meter, 


Homodyne tuner 


pilot lamp and mains on / off switch. When 
wiring the pilot lamp, we mounted the 100 
ohm resistor right on the lamp terminal, 
using some insulation tape to prevent any 
possibility of a short circuit. In addition to 
the wires mentioned, a shielded lead is also 
fitted from the audio output point. The lead 
should be no longer than nécessary, two feet 
or so, and a suitable plug will be needed to 
plug into the amplifier to be used with the 
tuner. 

With the leads fitted as just described and 
before the unit is assembled into its box, 
testing and adjustments should be done. As 
the mains on / off switch could be a hazard, 
it should be carefully and adequately 
covered with insulation tape to prevent any 
possibility of a shock. After a careful check 
for any errors or omissions in construction, 
switch on.and check the 12V supply voltage. 
Assuming that all is well, set the audio 
output preset pot to maximum Adjust the 
present pot for the tuning meter so that it 
reads zero. If you have an RCS whistle filter 
assembly, do not touch the pot on it at this 
stage. 

If you have a signal generator, this will 
make the job of alignment quite an easy 
one. Set the gang fully closed and inject 
455kHz imto the aerial terminal of just 
sufficient strength so that a small reading is 
obtained on the tuning meter, or the 
modulation may be heard from the speaker. 
Adjust both IF coil slugs for maximum 
response. With the gang still closed, set the 
generator to 530kHz and adjust the slugs in 


1 Case, 18 cm x 10 cm x 10cm, with 
front and rear panels 

4 Rubber feet for case 

1 Jabel handspan dial and scale 

1 Meter 200uA, type V303, EWS5 or 

similar 

Miniature toggle switch, SPDT 

Indicator lamp 14V type BFB-6G 

(Rodan) 

Terminals, 1-red, 1-black 

Rubber grommets 

Printed wiring board, code 73/ 12t 

(162 x 83mm) 

Miniature tagboard, 8 prs tags 

Plastic terminal block, 3-way 

Transformer, 240V primary, 

150mA secondary 

Whistle filter, RCS (or 1 Synchro-Tech 

coil with capacitors and resistors as in 

text) 

Aerial coil, 7155, S203 

Oscillator coil, 7348, S201 

455kHz IF transformers, 9185, ST45C 

Ceramic filter, BF-455A (see text) 

BraSs spacers, lin long, tapped ‘in 

Whitworth 

Transistor, 2N5485, 2N5459, BFW11 

2 Transistors, BF115, TT1002, 2N3693 

2 Diodes 1N914A or similar 

4 Diodes, EM401 or similar 

1 Zener diode, BZX79C12 

1 1C, LM1351 

1 14-pin DIL socket 


Resistors (¥%W or %W unless stated 
otherwise) 

1 15 ohms 

1 82 ohms 

1 100 ohms 

1 220 ohms 


~MNM ~—m 


~_—~—™ 


12.6V 


hom donnm ~ 


~ 


PARTS NEEDED FOR THE HOMODYNE TUNER 


the oscillator and aerial coils for maximum 
response. It may be necessary to reduce the 
signal generator output during these 
operations, to prevent excessive signal 
input. Set the gang to fully open, all but 
about 5 degrees, and reset the signal 
generator to 1600kHz. Adjust the trimmer 
on the oscillator section of the gang for 
maximum response, then adjust the 
corresponding aerial coil trimmer for 
maximum response. 

Having gone through this routine once, it 
must be repeated at the other end of the 
dial, followed by a return to the high 
frequency end. This must be continued until 
adjustments are correct for both ends of the 
range. 

If you do not have access to a signal 
generator, then it is possible to arrive at a 
reasonable alignment compromise without 
one. Firstly, tune in any strong station and 
adjust the slugs in the IF coils for maximum 
response. Then tune in a convenient station 
near the low frequency end of the dial and 
adjust the oscillatpr coil slug so that the 
station comes in where it may 
reasonably be expected on the dial. Then 
adjust the slug in the aerial coil for 
maximum response. Do the same towards 
the high frequency end of the dial, this time 
using the oscillator trimmer and then the 
aerial coil trimmer. At this stage you may 
temporarily fit the front panel, with the dial 
scale and cursor. This will enable you to 
check if the stations come in reasonably 
close to where they are marked. 

Do not expect the stations all to come in 
exactly where marked. However, if you feel 
that some adjustment is necessary, then 


{Continued on page 105) 


1 220 ohms 1W 

1 270 ohms 

2 470 ohms 

1 2.2k trimpot 

3 2.7k 

3 4.7k 

1 10k 

2 39k 

1 1k trimpot (see text) 
1 270k (or 470 ohms, see text) 
1 470k 

1 470k trimpot 

711M 


Capacitors 

1 4.7pF NPO ceramic 

1 5.6pF NPO ceramic 

2 27pF NPO ceramic 

2 56pF 630V polystyrene 

1 Roblan padderless gang, 200pF-90pF- 
200pF 

1 .001uF 630V polystyrene 

2 .01uF 100V greencap 

1 .047uF 100V greencap 

1 .0O56uF 100V greencap 

1 470uF 25VW electrolytic 

1 2000uF 25VW electrolytic 


Miscellaneous: 
Hookup wire, coax cable, solder, solder 
lugs, 3-core flex and plug, cable clamp, 
screws, nuts. 

Note: Resistor wattage ratings and 
capacitor voltage ratings are those used 
for our prototype. Components with high 
ratings may generally be used, providing 
they are physically compatible. Com- 
ponents with lower ratings may also be 
used in some cases if available, providing 
ratings are not exceeded. 


PAL 


Colour Bar 
Generator 


Now—service men can 
diagnose and correct colour 
faults efficiently—in the 
customer’s own home. The 
portable and light Labgear 
makes it easy on the service 
man too—it’s easily carried 
and weighs only 2.27 kg. 


Standard 75% contrast 
8-band colour bar pattern 


Red raster (for purity 
adjustment) 


Centre cross (for picture 
centring) 


Centre dot (for picture 
centring) 


Cross hatch (for checking 
scan amplitudes and 
linearity; also dynamic 
convergence) 


Dot pattern (for static 
convergence) 


8 level step wedge (for 
grey scale tracking) 


Blank raster (with 
approximately 30% 
luminance level) 


Measures 240 mm x 240 
mm x 100 mm, weighs 
2.27 kg. 


TECNICO ELECTRONICS 


Premier Street, Marrickville 

N.S.W. 2204. Tel. 55 0411 

2 High Street, Northcote 

Vic. 3070. Tel. 489 9322 

Brisbane 52 7255 e Adelaide 267 2246 

e Perth 25 5722 MO8638/973 
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ynchronisation of taped 
sound with home movies 


In this, the third and final article of our series on tape synchronisation with 
home movies, the author preserits theoretical and constructional details for 
three different discriminating control systems and two different integrating 
control systems. Sufficient information is given to allow the reader to con- 
struct the unit best suited to his individual requirements. 


by N. LABORDUS* 


The basic principles of a discriminating 
control system were given in Fig 4 of the 
November issue. Synchronisation is 
achieved by introducing a neutral zone 
between two set points, situated on either 
side of the tape reference speed. The con- 
troller will then maintain the speed of the 
projector within this neutral zone. 

The simplest practical version of a dis- 
criminating control system is shown in Fig 
9. This unit is similar, in many respects, to 
the non-discriminating control system 
detailed in Figs 6 and 7 in the December 
issue. However, instead of the projector 
microswitch unit having two on/ off posi- 
tions, as for the previous case, there are 
now four on/ off positions. Note that the 
tape recorder microswitch unit for the dis- 
criminating control unit is identical to the 


*1 Priestly Close, St Ives, NSW 2075. 
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TOO SLOW 


one used in the non-discriminating control 
system. 

Full synchronisation between tape speed 
and film speed is obtained whenever there 
is effectively a 180 degree phase difference 
between the on / off switching cycles of the 
two microswitch units. In other words, 
switches S1 and S2 must be deactivated 
while ever switch S3 is activated, and vice 
versa. 

During full synchronisation, relays Ryl 
and Ry2 remain deactivated, result- 
ing in a short circuit condition across the 
motor series resistor R2. If, however, the 
projector slows down, the relative phase of 
the projector switches is retarded, and S3 is 
activated before S1 is deactivated. This 
results in relay Ryl being activated for a 
short time interval during each revolution, 
creating a short circuit condition across 
resistor R1 and speeding up the projector 


TAPE RECORDER 
——__—»~ 


Fig 9: the circuit diagram of discrimina ting tape length synchroniser. 
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On the other hand, if the projector motor 
speeds up, S2 will be activated before S3 is 
deactivated, causing relay Ry2 to switch R2 
into circuit and slow down the motor. The 
activation times of the relays are dependent 
upon the values of capacitors C1 and C2 
which are connected in parallel across their 
respective relays. 

As was the case for the non-discrimina- 
ting control system described last month, 
the discriminating control system 
described above can be modified so that the 
actual tape contents are used as a sync 
reference instead of the tape length. The 
advantages conferred by using this method 
were discussed in the December issue, and 
are valid for both discriminating and non- 
discriminating control systems. Note that a 
stereo tape recorder is required to enable 
the tape contents to be used as a sync 
reference. 

A practical version of a tape contents dis- 
criminating control unit is shown in Fig 10. 
This unit derives its synchronisation pulses 
from a 4kHz oscillator which is pulsed by 
modifying the projector microswitch unit as 
shown in Fig 10. Sync pulses are recorded 
on the tape by simply switching the unit 
(and the tape recorder) to the record 
position and simultaneously starting the 
projector and the tape recorder. In the play- 
back mode, the sync pulses from the tape 
recorder are amplified and, after rectifica- 
tion, fed to a DC amplifier which activates 
relay Ry3. The remainder of the circuit 
functions as for the circuit described in Fig 
9 


The AC amplifier, rectifier, and DC 
amplifier are identical to the circuitry 
(TRI, TR2, TR3) used in Fig 8 of the 
December issue, as is the 4kHz oscillator 
(TR4) and the power supply circuitry. 
Various other features of the circuit shown 
in Fig 8 may also be incorporated into the 
circuit shown in Fig 10, including automatic 
projector start, and mounting the sync disc 
on the projector operating shaft. 

Another version of a tape contents dis- 
criminating control system is presented in 
Fig 11. This unit differs from the one shown 
in Fig 10 in that the microswitches have 
been replaced with photoelectric devices, 
and the rotating disc assembly now employs 
cut-outs instead of raised platform areas. 
The LED driver and photodetector circuits 
are presented in Fig 12. LEDs have been 
chosen in preference to glow lamps because 
they may be driven directly by transistors, 
and because glow lamps may introduce 
intolerable time delays into the circuit. 


In the record position, pulses from the 
LED / photo transistor pair 3 cause relay 
Ry3 to switch on and off, thus allowing sync 
pulses to pass to the tape recorder. On play- 
back, syne pulses from the tape recorder 
are fed into an LED driver circuit to 
modulate LEDs 1 and 2. These two LEDs, 
together with their associated driver cir- 
cuit, disc cutouts and photodetector cir- 
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PLAYBACK]. 


BA100 


out 


AC AMP. 


cuits, perform the same circuit functions as 
the AC amplifier, DC amplifier and 
microswitches S1 and S2 of Fig 10. As 
before, the oscillator and power supply 
circuitry is identical to that used in Fig 8, 
and the unit may be extended to include the 
ext:a facilities offered in the other unit. 

To ensure that the discriminating control 
units as described above function correctly, 
it is necessary to carefully adjust the values 
of resistors Ri and R2 until the optimum 
values are obtained. It may also be 
necessary to adjust the value of the existing 
motor series resistor in the projector. 

The two tape contents synchronisation 
units described in Figs 10 and 11, together 
with the non-discriminating control unit 
described in Fig 8 of the December issue, 
can be converted into quasi-integrating con- 
trol systems by simply connecting counters 
to record the number of sync pulses from 
the projector and from the tape recorder. 
Discrepancies between the two counters 
during playback indicate inaccuracies in 
syncronisation, and this may be corrected 
by pressing the appropriate manual control 
button until both counters have the same 
reading. 

The basic principles of a true integrating 
control system were presented in Fig 5 of 
the November issue. This group of con- 
trollers differs from those described above 
in that the accumulated deviations in tape 
and film speed are compared rather than 
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Fig 11 (above): another version of a discriminating tape contents synchroniser. This version 
uses photoelectric devices in place of the microswitch units. Fig 12 (below) shows the LED 
driver and photodetector circuits used in Fig 11. 
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OUR NEW MINIATURE RECEIVER — 


FANTASTIC ...YES ... THE FERRANTI 
ZN414 I/C. ..REQUIRES ONLY 3 PARTS 


TO MAKE A COMPLETE RECEIVER 


WITH AGC . . . WRITE FOR DETAILS 
MAJOR STOCKISTS OF ALL GENERAL RADIO & ELECTRONIC COMPONENT PARTS — YOU MAME IT — WE WILL QUOTE 


Valves — Transistors — Zener & Power Diodes — Semi- Conductors 
— Microphones — Coils — IFT’s. Transformers ~ Inst Cases 


Condensers — Resistors — Bezels — Styli 


— Crystals — Ferrite Beads — C 


Diacs — Triacs 


Circuit Boards — Copper Winding Wire — Etc. — Etc. — Send for prices sheets — Post 20c. 


POPULAR KITS - TOP QUALITY - LOWEST PRICES 


AUDIO 
1 Direct Reading A.F. 
Gen. 
SQ Wave Gen-10Hz- 
IMHz. 
Solid State A.F. Gen. 
Additive Freq Meter. 
A.F. Tone Burst Gen. 
Laboratory Solid State 
A.F. Gen. 
Scaler Divider Unit 
Crystal Freq = Cati- 
brator. 
Oirect Reading A.F. 
Meter. (0-200K Hz = 
1OMV-2V}. 
High Performance A.F. 
Gen. 
White Noise Gen. 


AUTOMOTIVE UNITS 

15 Tacho & Dweil Angie for 
Service Stations. 

16 Dwell Extender Unit. 

7 Solid State — CDI. 

18 All Electronic Ignition 
System. : 

19 Windscreen Vari-Wiper. 

20 Tacho & Dwell Unit. 

21 Brake Light Warning 

22 Emergency Flasher. 

23 High Etficiency 
Flasher. 

24 Solid State Volt Reg. 

25 Car Theft Alarm 
System. 

26 Ignition Analyser & 
Tachometer Unit. 

27 Strobe Adaptor for 
Ignition Analyser. 

28 Car Burglar Alarm. 

29 ~-- 


BATTERY CHARGERS 
30 6 Volt — 1 Amp. 

31 12 Volt — 1 Amp. 

32 Automatic H. Duty. 
33 1-14 Volt — 4 Amp. 
34 1973 Automatic Unit. 
ee Constant Current Unit. 
6 

vy 


CONVERTERS — IN- 
VERTERS 

38 12 VOC 300 600V 100W 

39 12 VOC 240 VAC 20W. 

40 12 VDOC 240 VAC Sow. 


4) 24 VDC 300 VOC 140W. 


a3 24 VOC 800 VOC 160W. 
43 - 
44 


C.R.O. UNITS 

45 1963 3’’ Calibrated. 

46 1966 3” C.R.O. 

47 1968 3'’ Audio C.R.O. 

48 C. R.O Electronic 
Switch. 

49 C.R.O Wideband 
P Amp. 

ay C.R.O. Calibrator. 

52 -- 


PHONE 
662-3506 


INTRUDER 
SYSTEM 

53 Electronic Thief Trap. 

54 Infrared Alarm System 

55 Simple rglar Alarm 

56 Light B. Im Relay 

57 Car But jar Alarm 


MULTIMETERS & V.O.M. 

58 Protected D.C. Multi 
meter. 

59 Meterless Voltmeter. 

60 Wide Range Voltmeter. 

6) F.E.T. OC. 

62 1966 V.T.V.M 

63 1968 Solid State V.O.M. 

64 1973 Digital V.O.M. (1). 

65. 1973 Digital V.O.M. (2). 

66 High Linearity A.C. 
Millivoltmeter. 

67 — 

68 — 


PHOTOGRAPHIC UNITS 

69 50 Day Delay Timer. 

70 Regulated Enlarger 
Line. 

71 Slave Flash Unit. 


WARNING 


72 Sound Triggered Flash. 


73 Solid State Timer. 
74 Auto Trigger For Time 
Lapse Movies. 


76 — 


REGULATEC 
SUPPLIES 

77 Laboratory Type 30 1 
Unit. 

78 Laboratory Type Dual 
Power Supply. 

79 Serviceman’s 
Supply. 

80 Solid State H.V. Unit 

811C Variable Supply 
Unit, 

82 1972 IC Unit (E T) 

83 Simple 5V 1A Unit 

84 Simple 3-6V 3.5A Unit 

85 S_ C Proof 0.30 VDC at 


1A 

86 Reg0-30VDC at3A0 L 
Protected 

87 Variable Reg 12V 05A 

88 Reg O Load & S C 
Protection 60 VOC at 2A 
(1973) — EA 

90 — 


R.F. INSTRUMENTS 

91 Solid State Test Osc 

92 Signal Injector & R C 
Bridge. 
Solid State Dip Osc 
“Q” Meter. 
Laser Unit 
Digital Freq Meter 
200K Hz. 
Digital 
70MHz. 
1F Alignment Osc. 
27MHz Field Strength 
Meter. 
1OOKHz Crystal Cal. 
IMHz Crystal Cal 
Solid State Dip Osc 
V.H.F. Dip Osc. 
V.H.F Powermatch 


POWER 


Power 


Freq Meter 


E. D. & E. 


118 LONSDALE STREET, MELBOURNE — 3000 — VIC. 
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105 V.H.F. FS Detector. 

106 S.W.R. Refiectometer. 

107 R.F. Impedance Bridge. 

108 Signal Injector. 

109 1972 FET Dipper. 

110 Digital Freq Meter. 

111 Simple Logic Probe. 

112 Frequency Counter & 
DVM Adaptor. 

113 Improved Logic Probe. 

114 Digital Logic Trainer. 

115 Digital Scaler 
Preamp. 

116 Digital Pulser Probe 

117 Antenna Noise Bridge. 

118 Solid State Signal 
Tracer. 

119 1973 Signal Injector. 

120 Silicon Diode Sweep 
Gen. 


TRAIN CONTROL UNITS 

124 Modei Control 1967. 

125 Mode! Control with 
Simulated Inertia. 

126 Hi-Power unit 1968. 

127 Power Supply Unit. 

128 SCR-PUT Unit 197}. 

129 SCR-PUT Unit with 
Simulated Inertia 1971. 

130 Electronic Steam 
Whistle. 

131 Electronic Chuffer. 


TV INSTRUMENTS 
134 Silicon Diode Sweep 
Gen. 
135 Silicon Diode Noise Gen. 
136 Transistor Pattern Gen. 
137 Ly Synch & Pattern 
en. 


VOLTAGE CURRENT 
CONTROL UNITS 

142 Auto Light Control. 

143 Bright Dim Unit 197), 

144 S.C.R. Speed Controller. 

145 Fluorescent tight 
Dimmer. 

146 Autodim-Triac 6 Amp. 

147 Vari-Light 1973. 

148 Stage, etc. Autodimmer 
2KW. 

149 Auto Dimmer 4 & 6KW. 


RECEIVERS — TRANS. 
MITTERS — CON. 
VERTERS 

153 3 Band 2 Valve. 

154 3 Band 3 Valve. 

155 1967 All Wave 2. 

156 1967 All Wave 3. 

157 1967 All Wave 4. 

158 1967 All Wave 5. 

159 1967 All Wave 6. 

160 1967 All Wave 7. 

161 Solid StateFET3B C 

162 Solid StateFET35 W 

163 240 Communications 
RX. 

164 ry MHz Radio Control 

x 


165 All Wave [C2. 
Fremodyne 4-1970. 
Fremodyne 4.1970. 
R.F. Section Only. 
Re Communications 


160 ‘Cammunications RX. 


170 3 Band Preselector. 

171 Radio Control Line RX. 

172 Dettahet MK2 Solid. 
State Communications 
RX. 

173 Interstate } Transistor. 
Receiver. 

174 Crystal Locked HF. 
RX 


175 E A 130 Receiver 

176 E.A. 138 Tuner 
Receiver. 

177 Ferranti IC Receiver. 

178 Ferranti IC Rec Amp. 

179 7 Transistor Rec. 

180 — 

181 — 


TRANSMITTERS 
182 52MHz AM. 

383 S2MAHz Handset. 
184 144MHz Handset. 


CONVERTERS 

187 MOSFET 52MHz. 

188 2.6 MHz. 

189 6-19 MHz. 

190 V.H.F. 

191 Crystal 
VHF. 

AMPLIFIERS PREAMPS 
& CONTROL UNITS 
MONAURAL 

194 Mullard 3.3. 

195 Modular 5-10 & 25 Watt. 


STEREO 

196 1972 PM 129 3 Watt. 

197 Philips Twin 10.10W. 

198 PM 10 + 10W. 

199 PM 128.1970. 

2009 PM 132.197}. 

201 ET!.425 
Preamp. 

202 ET!.425 
System. 

203 ET1-416 Amp. 

204 PM 136 Amp 1972. 

205 PM 137 Amp 1973. 


GUITAR UNITS 
209 PM 125 50W. 
210 E T 100 100W 
241 PM 134 21W 
212 PM 438 20W. 
213 Modular 200W. 
214 Reverb Unit. 
215 Waa.Waa Unit. 
216 Fuzz Box. 


PUBLIC ADDRESS UNITS 
219 Loud Hailer Unit. 

220 P.A. Amp & Mixer. 

221 PM 135 12W 

222 Modular 25W. 

223 Modular 50W 


CONTROL UNITS 
225 P M112. 
226 PM 120. 
227 PM 127 


MIXER UNITS 

229 FET 4 Channet 
230 ET! Master Mixer. 
231 Simple 3 Channel. 


TUNER UNITS 
232 PM 122 
233 PM 123. 
234 PM 138. 
235 Simple BC. 


Locked HF & 


Amp & 


Complete 


(SALES) 
PTY. LTD. 


S.C.R.’s — |/ C's. Speakers 
— Metalwork. Players & Changers — Meters — Relays — 
~ Cartridges — Recording Tape — Probes — Instruments — Potentiometers 
ores — Baluns — Terminals —Co-Axial Plugs & Sockets — Multi Connectors — Printed 


PREAMPLIFIERS 

237 Silicon Mono. 

238 Silicon Stereo. 

239 FET Mono. 

240 Dynamic Mic Mono, 
241 Dynamic Mic Stereo. 
242 PM 115 Stereo. 

243 — 


MISCELLANEOUS 

244 Geiger Counter. 

245 Direct Reading Im. 
Ppedance Meter. 

246 — 

247 Electronic 
Anemometer. 

248 Simple Proximity 
Alarm. 

249 Pipe & Wiring Locator. 

250 Resonance Meter. 

251 Electric Fence, 

252 Metronome Ace Beat. 

253 Transistor Test Set. 

254 Electronic Ther 
mometer. 

255 Flasher Unit. 

256 Lie Detector. 

257 Metal Locator. 

258 Stroboscope Unit. 

259 Electronic Canary. 

260 240V Lamp Flasher. 

261 Electronic Siren. 

262 Probe Capacitance 
Meter. 

263 Moisture Alarm, 

264 AC Line Filter. 

265 Proximity Switch. 

266 Silicon Probe Electronic 
Thermometer. 

267 Transistor FET 
Tester. 

268 Touch Alarm. 

269 Intercomm Unit. 

270 Light Operated Switch. 
271 Audio Visual 
Metronome. 

272 Capacitance 

Checker. 
273 Audio 
Checker. 
274 Bongo Drums 
275 Simple Metal 
276 Keyless Organ 
277 Musicolour. 
278 Stereo H Phone 
Adapter. 
Attack Decay Unit. 
Tape Recorder Vox 
Relay 
Tape Stide 
chroniser. 
Tape Actuated Relay. 
Auto Drums 
iC Vol Compressor. 
Audio Attenuator, 
Thermocouple Meter 
Door Monitor 
Earth ‘‘R'’ Meter. 
Shorted Turns Tester. 
Zenor Diode Tester 
Morse Code Osc 
292 Simple Electronic 
Organ. 
293 Pollution & 
Analyser. 
294 Universal 
Adaptor. 
295 Super Stereo ETI 410 
296 ‘Q’' Multiptier. 
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Fig 13: the circuit diagram of an integrating tape-bypass, loop detector synchroniser. 


the momentary deviations. Integrated con- 
trollers can be made in both non-dis- 
criminating and discriminating forms, but 
discriminating versions only are described 
below. 


The most commonly known integrating 
control system is the tape-bypass, loop- 
detector system (Fig 13). The tape is fed to 
the synchroniser via a moveable roller (A), 
which is mounted on a spring blade, and a 
fixed roller (B) operating in conjunction 
with a pressure roller (C). The fixed roller 
(B) is driven by the projector. 


If the tape speed and the projector speed 
are synchronised, the tape loop will remain 
constant, leaving roller A in mid-position. 
However, if the projector speeds up, the 
loop shortens and roller A moves towards 
the fixed roller B, activating the ‘‘too fast’’ 
relay via an inductive sensing head (D). 
Similarly, if the projector slows down, the 
loop will enlarge, resulting in roller A 
moving away from roller B and activating 
the ‘‘too slow’’ relay via inductive sensing 
head E. The two relays switch resistors in 
and out of the circuit in exactly the same 
manner as for the discriminating control 
units described above. 


Another mechanical integrating control 
system may be made up by using a differen- 
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tial gearbox arrangement as shown in Fig 
14. This unit consists of four gearwheels, 
two of which (A, B) are free running around 
shaft C, which in turn is connected to bridge 
D. This bridge is free running around shafts 
E and F, to which gearwheels G and H are 
coupled. Shafts E and F are driven by the 
projector and the tape recorder respec- 
tively. 


If the two shafts E and F are rotated in 
opposite directions with exactly the same 
speed, the bridge D will remain stationary. 
However, if shaft E tends to increase in 
speed relative to shaft to F, the bridge will 
begin to rotate in the same direction a& 
shaft E. Similarly, if shaft E slows down 
with respect to shaft F, the bridge will 
rotate in the same direction as shaft F. An 
aluminium vane, which is coupled to bridge 
D, is used to activate one of the inductive 
sensing heads whenever movements of 
bridge D occur. Inductive sensing heads S1 
and S2, together with their associated elec- 
tronics, are used to activate resistors in the 
projector motor circuit. 


In order to eliminate the possibility of the 
bridge D making a complete revolution 
(and thus cause loss of synchronisation), it 
is advisable to incorporate two extra induc- 
tive sensing heads (S3, S4) which, when 
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Fig 14: a differential type integrating (tape length) control system. 
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activated, temporarily switch off either the 
tape recorder or the projector. This situa- 
tion is most likely to occur during the initial 
stages of operation. Note that in order to use 
this type of integrating unit, automatic 
projector start is a necessity. This feature 
may be incorporated along the same lines 
as those used in Fig 8 of the December 
article. 

Construction of the integrating control 
unit shown in Fig 14 is quite straightfor- 
ward. The unit is assembled around four 
small gear wheels, and will perform satis- 
factorily as long as the facing gearwheel 
pairs are identical to each other. In order 
for the system to function as quietly as 
possible, it is sometimes an advantage to 
have gearwheels A and B larger than G and 
H. The tape roller diameter can be cal- 
culated according to the formulae presen- 
ted in the December article. Magnetic reed 
switches, or photoelectric devices, could be 
employed as an alternative to the inductive 
sensing heads. 

The above method becomes much more 
complicated if the tape contents are used as 
a source of syne information. 

All of the controllers described are 
capable of giving good results under normal 
circumstances. The reader is advised to 
start with one of the simpler versions and to 
extend this until his requirements are 
satisfied. 
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WIDE VARIETY OF ELECTRONIC PARTS... 


110V+*220V 


="-0 


BN-22 NEON 


INDICATOR LAMP + NEON « PLUG & SOCKET - FUSE HOLDER - SWITCH « TERM 
BLOCK - CONTROL KNOB - SOCKET * BINDING POST - ETC. 
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COLOR 
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PARTS | rains 


3-3-3, Ebisu, Shibuya-ku, Tokyo 
Japan 


TEL: 442-8506 TELEX: 242-2120 


A vast _ = of _SATO Parts 


manufacturers 

TV 

radio 

instruments 
amplifiers 

kitset builders 

sound equipment 
industry 

stereo equipment 
educational purposes 


electronics 


For tape recorders 
Distributed by 


AVAILABLE AT FOLLOWING BRANCHES: 
46 Milligan Street, Perth. 443 Concord Rd., Rhodes, N.S.W. 
153 Sturt Street, South Melbourne. 
PTY LTD 81-97 Flinders Street, Adelaide. Cnr. Ingham Rd. & Echlin St., Townsville. 
x : 50-54 Lt. Edward Street. Brisbane. Homecrafts, Tas P/.td. 199 Collins St., Hobart. 
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The Spectra Physics type 060-4 laser tube, rated at 0.5 milliwatts output. 


Updating our August 1969 
Helium-Neon gas laser 


The original laser tube used in our very popular experimental laser design of 
August 1969 is no longer available. This article gives details of a cold cathode 
tube of more recent design which is suitable for the project, and describes the 
minor circuit changes which it requires. 


by JAMIESON ROWE 


Although the laser tube used in the 
original design was far from cheap — it cost 
around $150 plus tax — the project was a 
remarkably popular one. A considerable 
number have been built up by schools, 
technical colleges, universities and by a 
small number of enthusiastic hobbyists. 

Laser Electronics Pty Ltd, the suppliers 
of the tube, tell us that they still receive 
regular orders and enquiries — more than 
three years after the project was described. 
Fairly obviously there is still a good deal of 
interest in do-it-yourself lasers! 

As it happens, however, the original tube 
used in our project is now regarded as 
obsolete, and is no longer available from the 
US manufacturers. Recently Laser Elec- 
tronics thought they had lined up a very 
similar tube, the CW-50, and sent us brief 
details of this tube which we published in 
the December issue (p.111). But no sooner 
had we done this that the news came 
through that this tube had also become 
unavailable. 

All’s well that ends well, however, and 


Above is the original laser unit, as described 
in the August 1969 issue. At right is the 
circuit as modified to suit the Spectra 
Physics type 060-4 tube. As the new tube 
‘has a cold cathode, the heater winding is 
now not used. 


Laser Electronics have been able to obtain 
yet another type of tube. This is the type 060- 
4 from the Californian firm Spectra 
Physics, for whom Laser Electronics are 
the sole Australian agents. 

The 060-4 tube is very similar in its per- 
formance to the original tube, yet costs only 
a little more than half the original price: $85 
plus 15pe sales tax if applicable. Like the 
original tube it has a nominal light output of 
0.5mW. 

The main difference between the two is 
that the new tube is of the cold cathodé type, 
and does not need heater excitation. Apart 
from this the only circuit change required is 
an additional 22k / 4W resistor in the ballast 
chain. Laser Electronics recommend that 


4 x MOTOROLA 
MR995A DIODES 


FERGUSON PF3124 
TRANSFORMER 


the chain be split in two, as shown, with two 
of the resistors in the cathode return. This is 
to reduce lead capacitance and assist in 
starting, particularly when the tube gets 
very old. 

We used GE controlled-avalanche A14P 
1000V diodes in the original circuit, with 
three in series per multiplier leg. These 
diodes are still available, and would still be 
quite suitable. However Laser Electronics 
have suggested using four of the Motorola 
MR995A_ diodes, which are now also 
available. These are rated at 4kV PIV and 
250mA average current. 

The only other point of interest is that the 
060-4 tube is physically rather different 
from the original tube, consisting of a 
narrow-bore laser resonator with a larger 
cathode tube alongside. This will call for a 
rather different method of tube mounting, 
and also for a slightly longer case. Overall 
tube length is 28.3 cm. 

For futher information regarding the 
Spectra Physics 060-4 tube, readers may 
write to Laser Electronics Pty Ltd at P.O. 
Box 359, Southport, Qld 4215. @ 
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Conducted by Neville Williams 


We agree! We'd like to oblige, but... 


From time to time we receive requests and suggestions from readers about the 
contents and format of the magazine. Some we can adopt, but others with 
seeming merit are found impractical, sometimes for quite subtle reasons. 
Responding to them often presents a dilemma, if our motives are not to be 


misunderstood. 


By way of example, we quote a letter 
recently to hand from a reader who has 
signed his name but given no address. 


Dear Sir, é 

/ would like to make one or two ob- 
servations regarding the format of your 
magazine. 
1; As one who has built a number of your 
projects, | suggest that the articles should 
be split up into such headings as the 
following: Description of device; principle of 
operation; constructional details; adjust- 
ment procedures; specifications. 

This would help enormously. Many times 
/ have had to skip-read the whole article just 
to find a minor detail. Prominent sub- 
headings and divisions would alleviate this 
problem. 
2: At various times, other correspondents 
have requested that the format should be 
such as to make the filing of articles easy; 
e.g. only printing a project on one side of a 
sheet. Having tried to file articles from your 
magazine to make quick reference possible, 
! endorse these requests wholeheartedly. 

Yours faithfully, B.B. 


As a reader, the correspondent is 
obviously quite sincere, believing that we 
should be able to meet his requests by 
simply doing this instead of that! 

From the editorial viewpoint, however, 
we know that there is far more to it and that 
the suggestions may be difficult, if not 
impossible, to implement. How do we 
respond in such situations? 

e We could reply privately to the particular 
correspondent, but this might be in- 
terpreted as unwillingness to publicise a 
reasonable request. 

e We could publish the request(s) with a 
brief explanation as to why it (or they) 
could not be satisfied; unfortunately, brief 
explanations all too frequently look like 
excuses! 

e We could give detailed reasons why not — 
to the possible annoyance of readers who 
are not interested in the proposition, and to 
whom the discussion would seem like 
wasted verbage. 

Because others may be thinking along 
similar lines to B.B., I have decided on this 
occasion to follow the third course and risk 
possible criticism. 

To take in order the points raised in the 
letter, we do normally structure our staff 


articles along the general lines: In- 
troduction and explanation; operation; 
construction; adjustment; specifications in 
a separate panel. 

These are only broad _ guidelines, 
however, and we try to let the writer’s 
reactions come through spontaneously, 
rather than force the article into a too 
stereotyped format. Looking back over 
many years, readers seem to have ap- 
preciated this approach, because it makes 
the magazine more readable as prose. Far 
more people, in fact, read the articles for 
background, than actually build the 
projects. 

Again, many project articles cannot be 
sub-divided as easily as the proposition 
assumes. There may be close links between 
the design approach, constructional aspects 
and the ultimate adjustment procedures, 
and it may be more logical to discuss them 
together, or in something other than a 
stereotyped progression. 

Really, it boils down to this: 

People who want to read about projects 
and share the reactions and findings of the 
writer are best served by spontaneous 
prose. 

People who want to construct a project 
are best served by something written like 
an instruction manual for a kit — helpful if 
you're using it but impossibly dull as 
reading matter! 

Fairly obviously, we must compromise. 

We are, of course, familiar with yet 


I'm glad Jim Rowe is a level headed person, 
otherwise ..... 


72 ELECTRONICS Australia, January, 1974 


another style used by some _ overseas 
magazines: what it is, how it works and how 
to build it — all in nutshell form. Some who 
merely want ideas like this presentation, 
but others find that a great deal is left un- 
said. 

However, B.B. has raised the point and 
we will talk about it in our next staff con- 
ference. 

His second suggestion about the physical 
format is quite a different matter, which 
can evoke only a sad shake of the head. 

Let me say, right at the outset, that the 
desire to file technical articles is un- 
derstandable and, in fact, is a compliment 
to our technical staff. To find pages of an 
article back to back is a nuisance if you 
want to paste them in a book. The point is 
conceded. 

I must also concede that it is sometimes 
possible to pick up a finished magazine and 
indicate how certain things could have been 
made more convenient and more logical by 
simply swapping this with that — obviating 
at least some back-to-back placement, 
achieving a better flow of subject matter, 
more effective use of colour, less conflict 
between advertisements and so on. 

Perhaps it is being wise after the event 
but couldn’t some of these things be 
achieved in the first place? Is there a lack of 
thoughtfulness, or care? 

In an idyllic situation, many such things 
would be carefully pre-planned and 
executed to please the greatest number of 
readers. 

But I think it is relevant to state a few 
essential components of an ‘‘idyllic’’ 
situation and contrast them with reality —a 
reality which is shared toa greater or lesser 
extent by all comparable magazines. 

1: All technical articles, pictures, and 
drawings would be completed in plenty of 
time; accurately sized and ready to lay into 
appropriate spaces. In reality, if we are to 
react quickly, with the available staff, to 
new techniques and component situations, 
we cannot have all technical articles in that 
cut-and-dried situation. 

2: No unexpected crises with component 
details or supply, or with the content of 
technical articles. In real life, we are 
constantly having to adapt to comr «went 
changes and hold-ups, involving last-minute 
modifications to projects, pictures, 
drawings, &c. As for contributed articles, 
we could write a book about the problems 
which arise between the original text and 
what finally appears in print. 

3: All advertisements booked and im- 
mutable before the magazine is laid out. 
Whata blissful situation! Advertisers would 
also count it bliss if they knew that far in 
advance what they would have on their 
shelves at the time of publication! In real 
life, with manufacturing and importing 
hold-ups, they try to leave their booking as 
late as possible. And, even then, there is no 
guarantee that an unexpected cable will not 
cause them either to want to cancel or to 
book extra space! 

4: Staff and facilities to assemble and 
print the magazine in the shortest possible 
time. In practice, it is a costly business to 
employ staff on a ‘‘peak load”’ basis and, as 
a monthly magazine, we have to lay out a 
significant proportion of the magazine 
BEFORE all the factors are known, not 
after. This is the converse of planning; it is 
real ‘‘crystal ball’’ stuff! 

5: The magazine would be printed at the 
one time, allowing last minute changes to be 
made. In practice, magazines commonly 


have to be printed in sections, according to 
the capacity of the presses; some sections 
may be finalised and printed days ahead of 
others, to meet press schedules. Ad- 
justments and emergencies can only be 
covered in the pages which are still flexible. 

All this adds up to the fact that very rarely 
is a magazine ever laid out in a single 
operation, free from prior commitments 
and with all the parameters known. It tends 
to grow like the proverbial ‘‘Topsy” right 
until the last page goes to press. 

In real life, the Editor or his deputy starts 
out with a planning grid showing the 
magazine size and colour-fall dictated by 
economics, by advertising requirements 
and the mechanics of the printing press. 
Into this, he has to merge articles which 
have already been laid out with those ad- 
vertising spaces which are hopefully 
“firm.” 

The space left over has to be filled 
progressively and as logically as possible 
with other advertisements as they come to 
light, and other editorial material as it 
comes good. 

And, while so doing, he has to cope with 
the kind of emergencies referred to earlier. 
Overall, it is a complex exercise which is 
sufficient to send an editor home at nights 
with a flourishing ulcer! 

I’m indeed glad Jim Rowe is a level 
headed person, otherwise we'd have heard a 
loud bang from the Editor’s office long 
before this! 

What does all it add up to? 

Simply this: These days, in a practical 
situation, a publisher is ‘‘flat out’’ to meet 
major and conflicting requirements fun- 
damental to the viability of a magazine. It is 
just not easy to squeeze in yet more con- 
ditions which have to be satisfied. 

That is, not without going completely 
round the bend! 

While this is made as a_ general 
statement, it certainly applies to the idea of 
not having editorial pages back to back. As 
a further parameter it would be intolerable. 
In terms of space allocations it might even 
be impossible! 

In saying this, we are simply aligning 
ourselves with the majority group. We are 
not aware of any comparable magazine 
which confines its editorial articles to one 
side of the paper. It’s just possible that they 
have to cope with comparable pressures! 


FRUSTRATED LISTENER 


To change the subject, the letter on this 
page is from a Victorian reader who is 
obviously disgruntled about his inability to 
tune many interstate and country broadcast 
stations. He apparently believes that all 
such stations should be free from_ in- 
terference when heard at a distance on a 
high performance receiver. The fact that 
they are not is interpreted as incompetence 
or collusion or lawlessness on the part of all 
those concerned, from the PMG authorities 
to the radio industry itself. 

In fact, ‘‘Fed Up” is under a complete 
misapprehension. Let me explain why. 

Assuming that the medium-wave 
broadcast band is allocated to stations on 
the basis of 10kHz separation, there can be 
clear channels for fewer than 90 stations. 
Furthermore, if there is to be no in- 
terference, this number of stations would 
have to serve the whole of Australia, New 
Zealand and adjacent territories. 

Unfortunately, 90 broadcast band stations 
is not nearly enough to ensure a sufficiently 
reliable and “‘local’’ service to the 


“POST OFFICE COPS” 


Your article, ‘‘Post Office Cops,’’ page 
38, October 1973 issue of Electronics 
Australia, is to my mind a bit of a joke. 
You should be here in Melbourne. 

The last six months has been a period 
of almost continuous interference from 
one end of the Victorian Broadcast band 
to the other, except for Melbourne 
listeners. 

Just about every country station is 
affected, some interstate ones being 
completely jammed off the air in daylight 
hours. The PMG must know what this is 
all about. People in the electronics game 
don’t seem to know, or if they do they 
are not telling. 

What's the use of building or buying a 
high performance receiver if long 
distance transmissions are to be ruined 
by what appear to be very powerful 
transmitters. Is ghere one law for the 
public and another for the PMG? 

Fed up licence holder. (Victoria). 


inhabitants of this large area and the 
authorities were faced with a ‘‘devil’s 
choice.’ They could ignore the need, or try 
to bridge the gaps with sheer transmitter 
power, or authorise more transmitters. 

They chose the last-named course, in the 
knowledge that extra transmitters would 
have to share channels with existing 
stations. They were careful, however, to 
site them well apart and, in some cases, to 
specify directional aerial arrays. Because 
of these provisions, each transmitter could 
be counted on to serve its own area without 
interference from other transmitter(s) on 
the same frequency. 

As a result of this policy, broadcast band 
channels in the Aust-NZ region each carry 
an average of three stations, all serving 
geographically separated areas. 

People living in those primary service 
areas are normally unaware of the 
duplication. It is quite a different matter for 
people remote from all three who like 
listening to DX. They hear the signals 
simultaneously, and in erratic fashion as 
they fade up and down. 

In fact, they may well hear signals in 
adjacent channels and the resulting 10kHz 
whistles. 

Reacting to the situation, ‘“‘Fed Up” 
believes that he has been robbed of his 
rights; that his broadcast listener’s licence 
implies that all stations in the country 
should be available to anyone who invests in 
a high performance receiver. 

It isn’t that way at all. The licence confers 
the right to use a broadcast receiver; the 
authorities reciprocate by trying to ensure 
that a reasonable choice of programs will be 
available to as many listeners as possible. 
Officially, the Melbourne transmitters are 
deemed to provide that reasonable choice to 
residents of that city. 

They would include our correspondent. 

There is nothing whatever to stop ‘‘Fed 
Up”’ from purchasing a high performance 
receiver and trying to log as many stations 
as possible. But the medium wave broad- 
cast system isn’t designed to serve DX 
hobbyists; it’s intended to serve localised 
listener groups. 

Is it worth investing in a high per- 
formance receiver? That’s up to you, ‘‘Fed 
Up”! 


Choose a career in the field of 
Electronics — the Nation’s most 
progressive and fastest expand- 
ing industry. 

Advancement in this modern 
science demands technical 
ability, a sound knowledge of 
basic principles and applications. 
You can master the subject by 
training at the Marconi School, 
and be ready to grasp the oppor- 
tunities that occur in the various 
branches of Radio Technology. 


BROADCASTING 

A thorough grounding is avail- 
able to students in the broad- 
casting field, leading up to the 
P.M.G. Broadcast Station 
Examination. 


COMMUNICATIONS (Marine) 

An extension to the Broadcast 
Operators course and extending 
into the fields of Navigation Aids 
and Electronic Devices used in 
mobile communications as re- 
quired by the P.M.G. Certificates 
of Proficiency. 


APPLIED SERVICING 
Comprehensive training in the 
maintenance and repair of radio 
and television receivers offers 
substantial rewards to compe- 
tent technicians. Marconi School 
training covers all aspects of 
radio and television receiver 
circuit applications, practical 
exercises in fault finding and 
alignment procedures. 

The Marconi School Radio Servicing 


correspondence course is approved by 
the N.S.W. Apprenticeship Commission 


Classes are conducted at: 

67 Lords Road, Leichhardt. 
Day: 9 a.m. to 4 p.m. 

Evenings: 6 p.m. to 8.30 p.m. or 
by Home-Study Courses (except 
practical instruction on equip- 
ment). 

SEND FOR PROSPECTUS 

There is no obligation 


MARCONI SCHOOL OF WIRELESS 


Box 218, P.0., Leichhardt 2040 
A service of 
Amalgamated Wireless (Australasia) Ltd. 
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Spoil the ship for a ha‘p‘orth o’ tar 


Most individual brands or models of radio and TV sets have their own peculiar 
faults involving one or two particular components. While most manufacturers 
are as much a victim of these weaknesses as is the customer, some of them do 


tempt fate in an effort to cut costs. 


One of the frequent faults in EHT systems 
using a thermionic rectifier is breakdown of 
the filament loop supplying the rectifier. 
This loop is normally made from EHT 
cable, similar to that used for the final 
anode connection to the picture tube, and 
(usually) consists of a single turn looped 
loosely around the ferrite core. 

EHT rectifier valves, of which the 1S2 is 
typical, require 1.4V at about 500mA. Since 
a single turn normally delivers somewhat 
more voltage than this, and anything less 
than a single turn is difficult to provide, a 
series resistor of about 1.5 ohms is fitted. 

Insulation breakdown of the filament loop 
manifests itself in two ways: there may be 
complete picture failure, or the customer 
may complain of loud cracking noises from 
inside the set, accompanied by interference 
streaks across the picture. 

Closer inspection will reveal several 
symptoms, mostly visual, but all may not be 
immediately obvious by reason of the 
physical layout. In some circumstances the 
rectifier will get red hot, although this is 
relatively rare and I have never actually 
worked out why this happens. More com- 
monly, at least in the. case of complete 
failure, the rectifier filament does not light 
and there is no EHT. In the case of an in- 
termittent, one can usually see the sparks, 
or the light from them, every time the in- 
sulation breaks down. 

Although these comments were not 
prompted by a particular case, they were 
prompted by a particular make and model 
of set. This is a relatively recent model, on 
the market for only a few years. And, 
surprisingly for its age, an unusually large 
number of sets began exhibiting the symp- 
toms I have already described. 

It was then that I took a closer look at the 
situation and realised the probable cause: 
for some reason, probably cost, the 
manufacturer had used a thinner than 
normal EHT cable for the filament loop. 
EHT cable is made in a number of voltage 
grades, one local manufacturer quoting at 
least four: 5kV, 10kV, 15kV and 20kV. Most 
manufacturers use what appears to be a 
15k V grade, but this was more like the 10kV 
grade. 

I have no doubt that the manufacturers 
would be fairly conservative in their rating, 
and that the 10kV grade, when new, might 
well cope with a 15kV situation. But such a 
set-up has little reserve against 
deterioration so that, after a few years in 
the field, they began breaking down in large 
numbers. 

Which didn’t earn the manufacturer any 
marks as far as the owners were concerned, 
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I can assure you. On the positive side, I was 
able to assure them that I had replaced the 
cable with a higher voltage grade which 
should give them many years of service; 
that the set was, in fact, now better in this 
respect than when it was new. 


The silly part about a situation like this is 
that the cost of the cable is only a trifle 
compared with the labour costs involved in 
the replacement. Such pinchpenny tactics 
virtually guarantee that the customer will 
be involved in an expensive and un- 
necessary service call after only a few 
years’ service. 


And this job can be expensive. Few EHT 
cages are very conveniently located, and a 
lot of dismantling has to be done before one 
even comes to grips with the faulty part. 
After that, a new loop has to be fitted, 
generally quite a fiddling job in itself, then 
everything else restored. 


can cause first a softening of the PVC 
followed by a hardening and then a 
cracking. In almost all the cases I have 
encountered there has been some cracking 
of the outer sleeve. 

It has been suggested that other 
factors, particularly the likely presence of 
ozone in this environment, may also con- 
tribute to plastic deterioration. While such a 
suggestion is somewhat speculative, I was 
fortunate enough to be able to put the 
question to an organic chemist who, in- 
cidentally, also has a fair background of 
practical radio and TV. His comment was 
as follows. 

“Voltages in excess of 10kV, with the 
appropriate atmosphere, will convert 
between Ipc and 3pc of the air to ozone. This 
gas is highly corrosive of almost all sub- 
stances other than the platinoid group of 
metals or the plastic, Teflon. 

“The generation must be a_ silent 
discharge, any corona or spark discharge 
will destroy the ozone. (In the event of spark 
or corona, various oxides of nitrogen will be 
generated which, with the exception of 
nitrous oxide, N20, are also corrosive in a 
humid atmosphere.) The oxygen molecule 
will convert to ozone more readily with an 
increase in temperature and it must be 
noted that high ambient temperatures are 
normal in TV sets, particularly valve sets.” 

So there it is, for what it is worth. It is by 
no means a conclusive statement; there is 
nothing to indicate how much effect the 
ozone, if generated, will have on the in- 
sulation. But it is worth thinking about, and 
others may be in a better position to com- 
ment. 

But to get back to the practical side. When 
these loops do have to be replaced there are 
a few points worth keeping in mind. The 1.5 
ohm resistor, mentioned earlier, may 
sometimes have to be removed in the 
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Strictly speaking, it is not a job to be done 
in the customer’s home. Yet fhe alternative 
— removing the entire chassis, transporting 
it to the workshop, then returning and 
refitting it — is certainly no more at- 
tractive, with the added disadvantage of 
greater inconvenience to the customer. So, 
the usual result is that one tackles it on the 
spot, in spite of the problems. 

Deterioration of such cable appears to be 
a fact of life we must accept at the present 
state of the art, even though plastic is many 
times better in most situations than the 
rubber insulation of the ‘‘good old days.” 
Just what causes the deterioration I am not 
quite sure, but it does appear that heat is a 
major factor. The insulation is polythene, 
encased in an outer PVC sleeve, and heat 
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process, in which case it is often more 
convenient to substitute an alternative type 
of cable, having a resistance wire conductor 
in place of the normal copper. This runs 
about 1.75 ohms / ft, or about 10in for 1.5 oh- 
ms. This is usually a convenient length. 

And while on the subject, don’t be trapped 
by a circuit which does not have a resistor. 
It is virtually certain to use resistance wire, 
so don’t replace it with copper wire. If you 
do you will be wondering why that par- 
ticular set is hard on rectifiers. 

Which reminds me of how a colleague was 
caught. His assistant replaced a faulty 1S2 
rectifier in a set — just that and nothing 
more — but the rectifier failed after only a 
few months. The assistant replaced it again 
— and again, a few months after that. After 


about the sixth rectifier (yes, that’s right) 
my coileague happened to come across the 
customer’s service cavd and nearly had a fit 
when he realised what had been going on. 

A hasty examination of the set and the 
service manual confirmed his suspicions: it 
was one of the few models which used a type 
6S2 in place of the more conventional 1S2, 
with a modified pickup loop to supply the 6V 
needed for the filament. While the 
regulation of such a system would probably 
be poor and unable to maintain this 
voltage at the heavier load, it would still 
have been a lot higher than 1.4V. Poor 1S2! 

Getting down to more specific case 
histories, here is a story about an eight 
transistor radio with a rather unusual fault. 
The owner had stated simply that it was 
“dead”? — and maybe it was to him — but 
the symptoms were rather more subtle than 
that. 

I plugged it into the bench power supply 
and switched on. It gave out a weak and 
very distorted signal. 1 could understand 
why the owner may have regarded it as 
“dead’’, it was quite useless as far as he was 
concerned. On the other hand, the dif- 
ference between a set which is really dead, 
and one with symptoms like this can be 
quite important as far as the serviceman is 
concerned. 

Having noted the weak and distorted 
signal, I was immediately struck by the 
behaviour of the current meter in the power 
supply. It was jumping around like a cat on 
a hot tin roof. More precisely, it was 
behaving exactly as I would expect a typical 
class B stage to behave when it was func- 
tioning normally. 

In other words, although the output stage 
appeared to be functioning normally, the 
signals were not coming out of the speaker. 
A number of possibilities suggested them- 
selves. There could be a high resistance 
fault in the voice coil circuit, which included 
the voice coil itself, the transformer 
secondary winding, or the earphone jack 
between the two. 

I checked all three, and found them to 
have suitably low values of resistance. 
Which seemed to throw suspicion back onto 
the primary side of the transformer, in spite 
of the fact that, according to the supply 
meter, the output stage appeared to be 
working correctly. 

Using an audio probe I checked the signa] 
level at both output transistor collectors. 
When I found that the level at one collector 
was a good deal louder than the level at the 
other collector, I knew I was on the right 
track. A resistance measurement across 
the two halves of the primary showed that 
one was presenting a virtual short circuit to 
its associated output transistor. 

This was unusual. Transformers can go 
open circuit easily enough, but they seldom 
go short circuit. I removed the transformer 
and checked it out more thoroughly. In fact, 
it turned out to have a short between 
primary and secondary and when I studied 
the circuit against this information I could 
see how this showed up the way it did. 

The circuit is somewhat unconventional, 
in that it is inverted. It uses PNP transistors 
but the active rail is positive. Since the 
collectors are fed from the negative rail 
they are, in fact, connected to chassis. Thus, 
the transformer centre tap is connected to 
chassis, as is one side of the transformer 
secondary and its associated voice coil. 

As a result, the short between some part 
of the primary winding and the secondary 
winding was really a short across part, or 
all, of on os winding 


Which is enough to upset any class B 
stage. Not only was one output transistor 
partly or wholly out of action, leaving the 
other one to supply its half of the waveform, 
but the short circuited section of the trans- 
former would also load this latter trans- 
istor. Not much wonder the output was 
weak and distorted. 

Not much wonder that I had been trapped 
either. It is not the first output transformer 
I have found with a primary-secondary 
short but, in a more conventional circuit, a 
short from anywhere on the primary 
winding to chassis will produce a heavy 
current drain which provides an immediate 
clue to the fault. But with the primary at 
chassis potential the DC conditions were not 
disturbed. 

I need hardly add that a new transformer 
cured the fault. 


The fault was a simple one but, because of 
the inverted circuit configuration, it did not 
disturb the DC operating conditions. This 
would have been a very obvious clue in a 
more conventional circuit. 


Finally, a brief comment from a reader in 
Mildura, Victoria, concerning my story in 
the July 1973 issue about a speaker magnet 
which was completely demagnetised. He 
comments: 


Your article about the speaker was in- 
teresting. My explanation is as follows. 
Contact with the mains must have been a 
brief glancing blow. Actual metallic contact 
was of too short a duration to damage the 
voice coil, but the resulting arc tapered off 
the current in a manner suitable for 
demagnetisation, as the gap widened. 

You could have re-magnetised the 
speaker in a simiar manner by connecting it 
to the mains with a fuse in series. On AC a 
fuse always blows on or near peak current 
and the heavy peak current would provide 
the magnetising force. 


Yours, 
H.H. 
Thank you H.H., for an_ interesting 
comment. Your theory about the 


demagnetising sequence is _particuarly 
interesting since, as I recall the incident, 
the contact was a glancing blow, as you 
suggest. 

Your suggestion concerning re- 
magnetising I find somewhat less con- 
vincing. I have no doubt that the theory is 
sound, but I would hate the job of 
nominating a fuse which would pass suf- 
ficient current to remagnetise, without 
passing so much that the voice coi! would be 
damaged. Plus the fact, of course, that I had 
no idea what the situation was until I had 
pulled the speaker to pieces, after which it 
was too late. 

Still. it is an interesting theory. @ 


USED 
or 


NEW 
HI-FI 


REPAIRED, 
BOUGHT 
or SOLD 


We will sell) your un- 
wanted Stereo & Hi-Fi 
gear etc, for a_ small 
commission (about 10 
per cent). 

Free advertising. Terms 
arranged. Expert staff 
available to demonstrate 
the equipment. 

Or you may wish to buy 
from our selection of 
new & used items and 
save yourself some real 
money. Every article is 


thoroughly checked 
before delivery. 

Our modern service 
department can handle 
all types of repairs, 
quickly and eco- 
nomically. 


PETER SHALLEY 


127 YORK ST, SYDNEY 
29 3767 — 29 7021 
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Dick Sm 


Dick answers your 
questions 

We get a lot of people writing in 
and asking us why we don’t open 
stores in other parts of Australia. 
What's the reason Dick? Frankly | 
don't think it is necessary to have 
stores sprinkled around the country 
if...and | hasten to add there are 
some important ifs. The first is ‘if you 
have a good catalogue.’ The 
catalogue has to give very detailed 
descriptions so that the reader can be 
reasonably sure he’s going to get 
what he wants. That’s why we give 
as full a specification as we can in 
ours (in fact a lot of people use it as 
their ‘Bible’ because of all the in- 
formation it contains). 

The second if is ‘If you have an 
efficient Mail Order department’. | 
spent a lot of time on my overseas trip 
looking at Mail Order in the USA 
where it is used a tremendous 
amount. Our Mail Order department 
has been designed from their ex- 
perience. Users have a choice of ‘fast’ 
or ‘slow’ delivery — Comet overnight 
or Post. So that if a part is wanted 
really urgently a customer can phone 
us, telegraph the money, we can 
hand the goods to Comet and it will 
arrive the next day. | know that is a 
bit slower than going down to your 
local store but that brings us to the 
third if — ‘If it’s in stock’. 

Everyone knows that the com- 
ponent situation is getting worse and 
worse. So where's the point in having 
stock distributed all over the place? 
Surely it’s better to keep it all in one 
central point so that everyone can 
draw on it? Having stock spread 
between several stores means that an 
item can well be out of stock at store 
Aand collecting dust at Store B. Also 
there must be an inevitable over- 
stocking if all stores are to provide the 
sort of service customers would 
expect. Holding extra large stocks 
costs money and | don't have to tell 
you who pays for that!! 

So, as | see it, the only advantage 
of having a local store is that you can 
see the goods if they happen to be in 
stock which brings me to the last if: 
‘If you have a proper money back 
guarantee.’ 

Everything we stock is brand new 
and we give a money back guarantee 
in addition to any manufacturers 
guarantees. As we say in the 
catalogue, ‘If you aren't satisfied with 
the goods, for any reason, return 
them within 14 days and we will 
exchange the goods or return your 
money.’ 

If | can just recap, we don't have 
stores all over the place because we 
Operate an_ efficient Mail Order 
system, have a detailed catalogue, 
goods can be in the customers hands 
rapidly with a money back guarantee. 
And finally our catalogue has a dead 
easy mail order form — why don't you 
try it out? 


Magnetic Stereo Pre- 
Amp Module 


Complete ready-wired on a PCB 
measuring only 1%" x 2%". Two 
high gain transistors per channel 


Frequency response from 30Hz to 
20kHz within 1db of RIAA curve. 
2mV sensitivity for 150mV output 
with input impedance of 50kohm. 
Typical noise figure is -68db with 
distortion below 0.04% $11.25 (P&P 
30c). 


DICK SMITH WHOLESALE PTY LTD 


* meter, 


Trio 9R-59DS 
Communications 


Receiver 

An ideal set for Amateurs and Short 
Wave Listeners. 4 bands covered 
from 540kHz to 30MHz. Two 
mechanical filters to improve 
selectivity. Product detector for SSB. 
Large dials for accurate tuning. 
Automatic noise limiter. Calibrated 
Bandspread. ‘S’ meter and BFO.2uV 
sensitivity for 10db S:N. Built-in 
speaker and 1.5W output. $180 (P&P 
$3.00) 


SPECIAL THIS MONTH 
Get off to a good start with a FREE 
copy of World Radio and TV Guide 
(available separately also). This is a 
complete directory of every radio and 
TV transmitting station in the world. 
Over 400 pages of cramped print to 
give the listener all the facts and 
figures. Constant reference book for 
Amateurs and SWLs. Recommended 
by Radio Australia. We have fresh 
stock just in at $5.75 or FREE with 
the Trio 9R—59DS. 


Educational kits 
Crystal Radio Kit 


An all time favourite, brings in the 
local stations without a battery. Build 
your first radio in under 1 hour $4.95 
(P&P 30c). 


10 in 1 
Includes a solar battery and enables 
several radios, signal generator and 
morse code oscillator to be built. 10 
projects in all for $8.95 (P&P 50c). 


50 in 1 Solar Energy 
Kit gives 50 experiments using relay, 
transistor, transformer etc. 
Uses two batteries. With 58 page 
manual $21.95 (P&P $1.00). 


150 in 1 The Ultimate 


(See ET Nov 73) a magnificent kit in 
wooden case with enlarged visualised 
IC, radio tuner, CdS cell, transformer 
etc. No soldering to build 150 dif- 
ferent circuits over and over again 
and some of your own. $35.95 (P&P 
$2.00). 


30 Watt RF Kit 
Only available from us and specially 
Produced for our many Amateur 
customers. Available in 3 stages 
which together give 30 Watt out from 
300mV in at 144MHz from a 12.6V. 
supply. Uses the Solid State 
Scientific transistors. 7W stage 
complete $11.50. 15W_ stage 
complete $13.50. 30W stage 
complete $17.50. Individual boards 
$1.50 or the complete kit (saving 
$5.00) for only $37.50 (P&P 50c). 


(See review on page 56.) 


High Power Strobe 


We've redesigned the layout of the 
popular ET! 505 strobe (circuit in 25 
Top Projects or see our catalogue). 
Assembly is simpler and quicker. Our 
kit also includes a very handsome 
spun aluminium reflector, Plessey 
Capacitors — in fact everything ready 
to plug into 240V supply at only 
$26.50 (P&P $1.00). 


Digital Clock 


(E.A. Sept 73) We have only a few of 
these left at the special offer price so 
hurry. Based on the Sperry gas 
readout and National IC, this kit 
provides full 24 hour mains operation. 
Display is easily read from 40ft away. 
The National IC provides 4 or 6 digit 
operation. All parts, excluding case, 
cost only $49.00 or Readout, IC and 
transistors for only $28.75 (Both P&P 
50c, but hurry!). 


Digital Counter 

(E.A. Dec 73) We have the complete 
kit with a professional type case to 
make this useful instrument look like 
one costing much more. Kit also 
includes crystal, readout etc — in fact 
everything you need to make a really 
good job. 20MHz counter only $116 
(P&P $2.00) or complete’ with 
prescaler to extend range to 200MHz 
$135 (P&P $2.00). 


“Wi New 910-60 Digibezel 


Imported from the USA for you 
digital enthusiasts. Handsome front 
escutcheon has 2" x %'’ window 
which fits chassis up to Yth thick 
with simple clip. Beaut matt black 
finish for a really professional look to 
your clock, counter etc. Also included 
is a red polarising filter to improve 
legibility in high ambient lighting 
conditions $4.75 (P & P 50c). 


Playmaster 136 
The ever popular kit. Compares 
favourably with commercial units 
costing very much more. Has ex- 
pensive looking brushed panel. We 
also include Silicon Grease to improve 
thermal conditions in output stage. 
This one is a Superkit complete with 
article reprints etc for $65 or less 
Fairchild special offer transistors 


$55.60 (Both P&? $1.00). 


Calculators 
1200 Ruby 
6 digit display with 12 digit capacity. 
Selectable decimal point, does all the 
usual calculations including chain 
multiplying etc. Bright easy to read 
magnified LED readout. Use 9V 
transistor battery. Worth at least $10 
more at only $59 (P&P 75c). 


8012 Grantham 
is a desk top model with floating 
decimal point. Operates from mains 
Constant key, overflow indication, 
leading zero suppression etc and 8 
digit display. Ridiculous price of only 
$79.00 


1211 Grantham 

is the cheapest anywhere with a full 
memory. 12 digit display, constant - 
key, percentage, clear entry etc. 
Truncate switch and 8 place selec- 
table decimal point. All this for only 
$115 (there must be a mistake?) 

All these calculators have our money 
back guarantee plus AUSTRALIAN 
suppliers 3 month workmanship 
guarantee. You can’t go wrong. 


ctronics Centre 


Limited shipment of Transceivers 


(Licence Required) 


5 Watt Mobile Transceiver 13-869 Amateur Use Only) 
For mobile, or base station use, 16 transistor and 6 
diodes. Meter indicates incoming signal strength and 
relative output power. 23 synthesised channels, 
squelch, noise limiter, P.A. facility. Suits + or -ve 
ground vehicles $109 (P&P $1.00). 


NC310 1 Watt transceiver 

Here’s the deluxe of all 27MHz transceivers. 13 tran- 
sistors, 3 crystal controlled channels, tone call switch, 
squelch, battery check meter etc etc. Ultra-sensitive 
0.7uV receiver with ceramic filter. Handsome diecast 
case with sockets for external antenna, speaker, power 
etc. One set of crystals included plus full circuit details 
in manual $48.00 (P&P $1.00). 


Midland 13-700 Transceiver 
Avery popular unit with 12 transistors and operating on 
two channels (one set of crystals included). Full 1 Watt 
power output. Superhet receiver with tuned rf stage. 
Calling tone .13 section 60” antenna. Only a few of these 
at $39.95 (P&P $1.00). 


Philips Signal Injector 

Don’t confuse with the usual injectors. This one is a real 
professional model for locating faults in amps, radios, 
and TV with particular emphasis on colour. Accurately 
tuned oscillator with square wave modulation. 5 
transistor circuit. Two frequencies for use on all colour 
TV systems. Simple internal adjustment. Anyone 
contemplating an involvement with colour should have 
one (Yes! It’s especially designed for the PAL system. 
$19.55. 


Philips Alignment Tool Kit 

If you usually fiddle around with sharpened matchsticks 
when you align your IFs then this kit is for you. There 
are 27 bits and pieces to suit any core slot or what-not. 
Extensions, grips, handles, slots, screwdriver bits etc, 
etc. As an alignment aid it’s unbeatable, ensuring there 
is no inductive or capacitive effect on your adjustment. 
All radio enthusiasts, servicemen etc should have one 
$6.90 (P&P 50c). 


Soldapullt 
Big brother to the very popular Soldavac ($6.95). Made 
in USA too with an even greater thirst for solder thanks 
to the powerful spring action, hydraulically-braked 
mechanism. Invaluable for. removing ICs etc. Self- 
cleaning tip in Teflon spout which is replaceable. In- 
tended for a hard life. $9.95 (P&P 50c). 


I" TET LLEEAELLobaci abies 


% dhs 


Send 30 cents to cover P & P for your FREE catalogue — 64 pages — Full of useful data — 50 cent discount vouchers 
Mail Order form etc — Mention this magazine. 


CIRCUIT & DESIGN IDEAS 


Interesting circuit ideas and design notes selected by the Editor from technical literature, reader contributions 
and staff jottings. As they have not necessarily been tested in our laboratory, responsibility cannot be 


accepted, Contributions to this section are always welcome. 


Joining coaxial cable 


Keep the insulation 
removed from 
this section 


Final layers of 
Ascoupiseis tape 


SS 


Inner insulation Layer of tight 40 swg. 


tinned copper wire 


One layer of tape over 
inner insulation 
"x" is the piece of insulation 
from the inner conductor 
The usual way of extending coaxial cable is to use a coaxial 
connector. After exposure to the elements it is not uncommon to 
find that the connection has become oxidised, despite the fact that it 
was “‘protected’’ by insulation tape. 


improvements to logic probe 


Recently I built up the logic probe which 
appeared in Circuit & Design Ideas for 
March, 1973. It worked very well but I con- 
sider that the over-voltage protection was 
inadequate and the input current required 
to drive the probe to logic 1 was excessive. 
Several circuit values have been changed 
and loading has been improved. The new 
values are shown on the circuit herewith. 


Some of the input currents have been 
reduced by a factor of 30. The modified 
circuit gives good input protection. At 20 
volts the input current is only 1.6mA. If R1 is 
a %W resistor, the probe is protected 
against overload by more than 35 volts. The 
values of resistors R1, R2, R3 and R4 are 
quite critical as they determine logic 1 and 
logic 0 trigger levels. Resistors of 5 per cent 
tolerance should be used. 

R1 determines over a narrow range, the 
minimum input voltage for logic 1. R3 
determines over a narrow range, the 
maximum input voltage for logic 0. 

The modified circuit requires only 300- 
400uA to drive it to logic 1. This is within the 
limits of the normal TTL output stage. 
When the input circuit is open, none of the 
LEDs will light. Current consumption at 5 
volts is 40mA with open circuit inputs, 74mA 
with one LED on and 60mA with a pulse 
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train. (By Mr G. R. Bolitho, 3 Herbert 


The alternative method to be described should appeal to those 
who wish to join up lengths of coaxial cable and forget about them. 


Proceed as follows, referring to the sketches for any clarifica- 
tions necessary: 


1. Cut the ends of the coaxial cable to be joined to give clean 
ends. Carefully cut of %in of the viny] covering at the end of each 
cable, taking care not to cut the outer braid. 

2. Loosen and push back the braid like a concertina. Bell-out 
the outer braid of one cable. 

3. Carefully cut off “in of the inner insulation, again taking 
care not to cut any strands of the inner conductor, so that that the 
insulation slides off the wire. Keep one of these pieces of material 
as it will be required later. 

4. Lay both cables down on the bench and clamp down in posi- 
tion so that the two inner conductors lie close together and parallel 
and solder them together. 

5. Take the piece of inner insulation and slit it lengthwise half- 
way through with a razor blade. Slip the insulation over the 
soldered joint. 

6. Cut a piece of aluminium cooking foil %in wide and long 
enough to make a double thickness cylinder to cover the areas 
marked B, C and D. Heat this cylinder to about 100 degrees C with a 
soldering iron when the insulation will be pliable enough to weld 
together. Discard the foil and allow the insulation to cool. 

7. Tightly wrap a single layer of %in adhesive viny] insulation 
tape over the section BCD. Smooth section A over section E. Roll 
and smooth the overlap to make it even, and spot solder the edges. 

8. Starting at one end of the outer conductor braid close wind 
the whole areas of ABCDE with 36B&S tinned copper wire. Lightly 
solder several spots of this covering. Do not try to make a solid 
soldered job, as this will ruin the inner insulation. 

(By R. A. Butterworth, in ‘‘Practical Wireless.’’) 
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Light beam intruder alarm 


240V 


No doubt burglar alarms using door and 
window switches are very effective but 
equipping and wiring them takes many 
hours of work. The main feature of this 
circuit is that a locking facility is used, 
which transfers the operation of the relay to 
the reset circuit. The LDR does not par- 
ticipate in pulling in the relay, but merely 


1N1345B,1N1615, 
BYZ13,BYX28 / 400 


TO UGHT 
SOURCE 


holds it operated. The aim was to work over 
about 15m, possibly across two rooms and a 
hallway, so ry a eee be a good chance 
the beam would be broken by an intruder. 

Using 82mm dia lenses of 76mm focal 
length, a 4000 ohm relay, a 6.3V pilot lamp 
operated from a 1.5V cell and a 15V DC 
supply to the relay, the system worked 


One-point-three speaker enclosure modification 


I have a Playmaster One-Point-Three 
sealed speaker enclosure as described in 
July, 1969. Dissatisfied with the bass 
response of the system, I decided to try it as 
a vented enclosure. 

As a starting point I cut an oversize 
rectangular hole in the front baffle and 
proceeded to cover it progressively while 
listening to program material. When the 
bass performance was considered at its 
best, the size of the remaining hole was 
marked and the unnecessary part of the 
hole was covered over. The final size of my 
port was 3in x 3!2in. No doubt the position of 
the port is not critical, although the size of 
the port is important. 

With this arrangement, I removed the 
original absorbent material and a curtain of 
this material is hung diagonally and given a 
quarter twist on the way down. 

The main interest I think, is that the 
technique could be applied to other sealed 
enclosures deficient in bass. An interesting 
side effect is that intermodulation distortion 
at high volume on bass transients is reduced 
markedly, possibly due to the visibly 
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reduced cone movement. 
(By Mr J. East, Newrybar, NSW 2479.) 
Editorial note: While this exercise 
worked out well for the author, it must be 
remembered that due to the many variables 
in loudspeaker characteristics, readers 


Zero-beat device using LEDs 


Robert W. Stankus, W1GEY, has come up 
with a little gadget to align crystals to 
frequency. It enables visual alignment of 
100kHz crystals to WWV simply and inex- 
pensively. Two light-emitting diodes con- 
nected in parallel, but with opposing 
polarities, make a display for indicating 
zero-beat frequency. 

The display can be driven by an AF 
voltage from the receiver’s low impedance 
speaker terminals. A current-limiting 
resistor is included in the circuit and its 
value is not critical. 

When the input frequency is more than 
1kHz away from the zero-beat frequency, 
both LEDs appear to be on all the time. 
Each one is correctly biased for half a cycle 


of the input and shut off for the other half. 
As the input frequency comes within about 
20Hz of zero-beat, the LEDs will flicker until 
zero-beat is reached. Both LEDs then go out 
and will remain out over the width of about 
plus and minus 5Hz. While the display is 
being used, the LED intensity will vary de- 
pending on the low frequency response of 
the receiver. 


50-1000 


AUDIO IN 


D 
1-3V P-P - 


LED 


reliably over 10m. The pilot lamp gave a 
dull glow that would be scarcely visible. 
Using full voltage on the pilot lamp, the 
system worked over a distance of 24m. An 
infra-red filter may be used as detailed in 
Electronics Australia for February, 1963. 

Set up the lenses, LDR and light for the 
distance over which it is intended to be 
used. Adjust the light so that the distant lens 
is just covered with light. Adjust the LDR so 
that it is just covered with light. Measure 
the resistance of the LDR. Obtain a relay 
with a coil resistance as close as possible to 
this value. Care must be exercised to avoid 
exceeding the LDR rating of 200mW. 

To set up the system press the reset 
button and then close the bell switch. If the 
beam is interrupted the bell will ring until 
the reset button is pressed again, or the bell 
switch is turned off. 

A spherical reflector behind the lamp 
may be used to increase sensitivity. If the 
lenses used are plano-convex, the plane side 
should face the LDR or light source. 
References in RTV & H and Electronics 
Australia, which may help the reader are, 
September, 1961, September, 1962, and 
March, 1972. 

(By Mr A. D. Fuller, 406 Pennant Hills 
Road, Pennant Hills, NSW 2120.) 


with other enclosures and different loud- 
speakers, the results may not always be 
satisfactory. It should also be noted that 
some loudspeakers with a highly compliant 
suspension may be damaged because of loss 
of the intended cone damping. 


Programmed lighting 


Recently I was given the task of providing 
lighting for the displaying of goods in 
windows and exhibitions. In addition to 
white spot and floodlighting, the 
requirement was to provide different 
coloured lights ‘‘programmed”’ so that they 
would give a constantly varying display. 

After much experimenting, my attention 
was drawn to the Musicolour II, published 
in Electronics Australia in December, 1971, 
and January, 1972, and this helped to 
resolve the problem. Finally, I decided to 
pre-record tapes with continuous tones such 
that the different tones would actuate the 
lights accordingly. By using a considerable 
amount of imagination, it is possible to 
arrange and combine the three tones so that 
an excellent display is obtained. 

A tape may be prepared by using a 
variety of tone sources. One method may be 
simply to use an audio generator but it 
would be easier to use three audio 
oscillators, one above 2kHz, one below 
300Hz and one in between the two figures 
just quoted. These could be fed through a 
mixer and by varying both the frequency 
selection and the actual audio level, both 
colour and intensity may be varied. Other 
sources of tone may also be suitable, such 
as those from an organ, piano, etc. 

From experience, it has been deduced 
that where the public has been induced to 
watch a display, no individual would stay 
for more than about 10 minutes. If a 
program is arranged such that it repeats 
itself, the duration of such a program could 
be about 12 minutes. 

(By Mr T. J. Singleton, 12 Ella Street, 
Hull, HU5 SAY, England.) 
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Let's talk about 


amplifiers (ear 2 


Following our discussion on simple amplifiers last month, we Progress this 
month to amplifiers with higher power — the output stage. More specifically, 
our aim is to show the development of the transformerless output and the role 
of the emitter follower on this technology. 


Early transistor amplifiers were not very 
different from their valve predecessors. In 
fact, when transistors first appeared, they 
were regarded merely as ‘substitute 
valves” and were put into the same types of 
circuits. 

One of the most popular output stage 
circuits of the day was the ‘push-pull’ 
arrangement in which two valves were used 
in various modes assisting each other. The 
most common mode was “‘class A”’ or, more 
usually, a minor variation of it, ‘‘class AB.” 
Another mode, ‘‘class B,’’ had also been 
used, but only in situations where efficiency 
and economy were more important than 
fidelity. With the advent of transistors there 
was a resurgence of interest in the class B 
mode. 

We suspect many of our readers may not 
be too clear on the various classes of am- 
plifier. You meet these terms a lot in 
electronics, so it might be worthwhile in- 
troducing them now: 

A class ‘‘A”’ amplifier is one in which the 


active device (valve, transistor, FET, etc). 


is biased so it is turned on for the full cycle 
(360 degrees). The amplifier described last 
month was a class A amplifier, being biased 
to the mid-point, and remaining in operation 
over both positive and negative excursions 
of the cycle. 

Class ‘‘B”’ amplifiers are biased so they 
operate for half the cycle (180 degrees) — 
either the positive or negative half cycle. 
The other half cycle is rejected. 

Class ‘‘C’’ amplifiers are not used in audio 
work. The are designed to operate for less 
than 180 degrees of the cycle — sometimes 
only a few degrees. They are used in RF 
circuits, due to the extremely high ef- 
ficiency attainable from them, and where 
the tuned circuits with which they are 
associated eliminate the gross distortion 
such a mode would otherwise generate. 

There are other classes, such as AB, AB1, 
etc, but we will not concern ourselves with 
them. Suffice it to say they they operate ‘‘in 
between’”’ the other classes. 

Early transistor amplifiers employed the 
class B mode, the output pair being fed by a 
driver transformer and feeding into an 
output transformer. While valve amplifiers 
operating in the class AB mode had suc- 
cessfully substituted a simple valve circuit 
for the driver transformer, class B ampli- 
fiers, whether valve or transistor, still 
required a driver transformer. In fact, this 
configuration is still a very popular one for 
portable radios and similar devices. 

We have already explained that a tran- 
sistor (or valve) operating in the class B 
mode amplifies only one half of the 
waveform. Fairly obviously, this represents 
a gross distortion of the original waveform: 


, Stage. 


one that would be quite intolerable. Class B 
operation is practical only because we use 
two transistors, arranged so that each one 
amplifies the half of the waveform 
rejected by the other. 

A typical transformer coupled stage is 
shown in Fig 1. The relevant portion con- 
sists of a driver transformer (T1) a pair of 
PNP transistors (TR1 and TR2) and the 
output transformer (T2). 

The driver transformer T1 has a single 
primary winding and a _ centre-tapped 
secondary. Another way of looking at the 
secondary is that it is really two windings, 
connected so as to supply two signals of 
opposite phase. The output transformer T2 
may be looked at in a similar way, except 
that it is a ‘“‘mirror image’’ of T1. 

Let us assume that a sine wave signal is 
generated in the primary of T1 and that this 
appears between the top of T1 and the 
centre tap as a signal that swings first 


A basic transformer 
coupled transistor output 
Transformer T1 
delivers out-of-phase 
signals to TR1 and TR2 so 
that both halves of the 
waveform are fed to the 
transistors, and handled 
by them, as positive going 
half waves. Transformer 
T2 reverses this situation 
so that a complete wave- 
form is fed to the speaker 
voice coil. Fig.1 
negative and then positive. 

Both transistors are operating under zero 
bias conditions, and draw little or no stand- 
ing current. When the negative going half 
wave is applied to TR1 base, the transistor 
will commence to conduct, and continue to 
conduct through the remainder of the half 
cycle. 

Thus, the half cycle will be reproduced in 
the collector circuit as current flowing 
through the top half of T2. This will be 
transferred to the secondary winding, the 
speaker voice coil, and ultimately appear as 
movement of the cone. (Say, outwards, then 
back to its rest position.) 

Meanwhile the signal across the’ lower 
half of the winding has been positive going 
at the same instant, a condition which TR2 
completely ignores. 

When the signal in the top half of T1 
swings positive, TR1 ignores it but, at the 
same time, the lower half of T1 is presenting 
a negative signal to TR2, which the latter 
handles exactly as TR1 handled the 
previous half cycle. 

As before the signal will appear in the 
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collector circuit, this time of TR2, and flow 
through T2 primary winding, the lower half 
this time. Again this will cause the voice coil 
to move but, because the current through T2 * 
primary was in the opposite direction, the 
movement will be in the opposite direction. 
Say, inwards then back to its rest position.) 

Thus both halves of the signal have been 
processed; one half by each transistor. 

If the transistor was not biased to class B, 
but to class A or AB, the transistors would 
not take it in turns each half cycle, but 
would assist each other over the whole 
cycle, or parts of it. As a matter of fact, the 
name ‘“‘push pull’’ came from this — one 
valve ‘‘pushed”’ while the other ‘‘pulled.” 

Transformer coupled amplifiers have 
some good features — the voltage swing 
obtainable from the transformer is high, 
and phase inversion is easy. However, one 
big disadvantage is the price. To obtain 
good frequency response an expensive 


transformer is required. 

However, the basic transformer coupled 
amplifier remained in vogue for some time. 
In fact, it was not until the invention of an 
opposite polarity transistor — the NPN — 
that engineers were able to think seriously 
about a transformerless amplifier. The 
availability of two amplifying devices of 
opposite polarity was a completely new 
concept — there had never been anything 
like it on the valve scene. 

Because the NPN and PNP transistors 
operate on opposite polarity waveforms a 
pair of them, fed with the same signal, will 
automatically process opposite halves of 
the signal, without the need for phase in- 
version. Thus the driver transformer could 
be eliminated. 

The output transformer was something 
else again. Because of the opposite polarity 
of the two devices — one requiring a 
positive collector supply and the other a 
negative — the conventional output trans- 
former arrangement was no longer 
practical. Some new arrangement was 
needed and if it could eliminate the ex- 
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pensive output transformer, so much the 
better. 

In the conventional class B output stage 
the output transformer performs two main 
functions. One is to match the medium 
impedance of a conventional output stage to 
the much lower impedance presented by the 
speaker voice coil — typically 8 or 15 ohms. 

The other is to combine the two half wave 
signals — one from each output transistor — 
in the correct phase so as to present a 
complete wave form to the speaker. 

The first function, impedance matching, 
is most conveniently provided by our old 
friend, the emitter follower circuit. And, by 
making the load (the speaker voice coil) 
common to the emitters of both transistors, 
we can also satisfy the second requirement. 

One of the most satisfactory ways to 
demonstrate how such a stage works (or 
any stage for that matter) is to set up a 
series of circuit ‘‘models” which we will 
describe. 

These are very simple circuits which any 
beginner should be able to build. Only a few 
parts are needed; a small power transistor, 
a battery, a 0-10V meter, a pot, and a couple 
of resistors will get you started. If you can 
stretch it to two transistors, one PNP and 
one NPN, and two meters, so much the 
better. And if you can make one of the 
meters a centre zero type, so much better 
again. While this is likely to be a hard one 
for most readers, it may be available to 
school or other study groups. 

Although these circuits may be regarded 
as basically DC arrangements — they are 
not intended to handle signals in the usual 
sense — we can, by a simple trick, simulate 
a very low frequency signal which will allow 
us to observe the behaviour of the stage in 
what is, literally, ‘‘slow motion.” 

Fig 2 shows our first model circuits; two 
emitter followers, one (a) using an NPN 
transistor and the other (b) using a PNP 
type. Either one will suffice, but both may 
be built if both transistors are available. 
Note that we have inverted one of the cir- 
cuits (b), and the reason for this will 
become apparent a little later on. 

One of the most important parts of the 
circuit is the pot connected between the 
positive and negative rails. By sweeping the 
moving arm slowly back and forth between 
the common rail and the active rail we can 
create a very low frequency AC signal at the 
transistor input (base) and note its effect at 
the output (emitter). 

If only a single meter is available it 
should be connected as M1, between the 
emitter and the common rail; the negative 
rail in diagram (a), positive in diagram (b). 
If a second meter is available, connect it as 
M2, from the moving arm to the common 
rail. 

First, let us demonstrate the basic action 
of the emitter follower; the fact that the 
voltage across the emitter resistor 
“follows” the voltage changes applied 
between base and emitter. 

We start with the moving arm at the 
common rail end of the pot. In this position 
there will be zero volts applied to the base 
and there will also be zero volts indicated on 
meter M1 across the emitter resistor. Now 
advance the moving arm slowly. At first 
there will be zero volts applied to the base 
provided, it will be reading approximately 
0.6V before M1 begins to read. After that, 


M1 
(0-10V) 


Our first circuit model. It can be made up in 
either form, using an NPN or PNP transistor 
and will provide valuable practical demon- 
strations of transistor amplifier behaviour. 


M1 will follow M2, but always 0.6V below it. 

What causes this 0.6V difference? This is 
the voltage (approximately) which must be 
applied across any silicon transistor base- 
emitter junction, before current will flow. 
(The same applies to a silicon rectifier 
junction.) 

An appreciation of this characteristic is 
important because, if suitable precautions 
are not taken, it can introduce severe 
distortion in the amplifier circuits we are 
about to discuss. Fortunately, precautions 
can be taken, and we will have more to say 
about this later on. 

Meanwhile, there are more things we can 
demonstrate about the behaviour of this 
circuit. Suppose we set the moving arm so 
that M1 reads half the supply voltage (3V). 
We have now biased the transistor for class 
A operation. We could superimpose an AC 
signal of, say, 2.5V on the base circuit and it 


M3 
(10-0-10V) 


Our second model. The two halves of Fig 2 
have been combined to make a rudimentary 
class B output stage. 


would be accurately reproduced in the 
emitter circuit. 

We can demonstrate this in slow motion. 
Simply note the reading on M2 then vary the 
moving arm each side of this value by 2.5V 
and note the readings on M1 as you do so. 
This is what would happen — at a very 
much faster rate — if we applied a typical 
audio signal to the transistor base. 

While class A operation is commonly used 
in the early stages of amplifiers, and can be 
used in the output stage, there are some 
objections to it in the latter position. The 
main one is that, with the bias set to the mid 
position as already described, there is a 


steady flow of current through the tran- 
sistor at all times; whether it is handling a 
signal or not. 

This represents a waste of power — 
particularly important in the case of battery 
circuits — and it generates heat in the 
transistor regardless of the signal con- 
dition. In the ultimate, it is the permissible 
heat rise which limits the amount of signal 
power which the transistor can deliver. 

Now let us consider an alternative 
operating condition. Instead of biasing the 
transistor to the mid point, we do not bias it 
at all. This is class B operation. In the ab- 
sence of a signal there is no current flow 
through the transistor, and no heat is 
generated. Also, unfortunately, there would 
not be proper amplification either. If an AC 
signal was fed to the base, only one half of 
the full cyc:e would appear across the 
emitter resistor. In circuit (a) the positive 
going half cycle only would be handled and 
in (b) the negative half. 

But notice this: while either will handle 
one half cycle only, each will handle the half 
cycle which the other rejects. Thus, while 
(a) will accept a positive going half wave, 
and reject the negative going half, (b) will 
accept the negative half and reject the 
positive half. Is it possible that we could 
combine these two circuits? If we could we 
would have an amplifier which would handle 
both halves of the signal equally, yet draw 
no current in the absence of a signal. 
Furthermore, it will only ever draw current 
(and generate heat) in proportion to the 
strength of signal being handled. 

We can do this — and Fig 3 shows how. 
Here the two emitter followers from Fig 2 
are combined into a single circuit. (It will 
now be obvious why we inverted one of 
these.) The bases are tied together and 
therefore receive the same input signal. 
They also share the emitter load which, in 
practice, will be the speaker voice coil. On 
the other hand, each transistor has its own 
power supply. 

This is our second ‘‘model”’ circuit and, as 
before, we have made provision to generate 
slow motion input signals; a pot connected 
between the positive and negative rails. We 
very strongly urge that you make up this 
circuit; ten minutes “fiddling” with it will 
teach you more about circuit behaviour 
than many hours of study alone. 

If you have only a single meter, connect it 
as before (M1). If you have two, so much the 
better. For convenience of explanation, we 
have nominated three reference points on 
the pot: (1) is the extreme negative 
position, (2) is the mid position, and (3) the 
extreme positive position. 

Start with the moving arm at (1). Under 
these conditions TR1 will be biased fully on 
— base connected directly to the collector 
rail. (TR2 is biased off.) Meter M1 shows 
the voltage between emitter and collector 
which, at saturation, will be about 0.7V for 
this type of transistor. (This voltage varies 
considerably with different type tran- 
sistors. ) 

Now move the arm towards position (2). 
This will progressively reduce the forward 
bias on TR1, and the emitter-collector 
voltage will steadily increase — essentially 
in step with the voltage indicated on meter 
M2. 

That is, until we approach within about 
0.6V of position 2 on the pot. Then meter M1 
will cease to move, even though we continue 
to rotate the arm. It will remain stationary 
until the arm has passed position 2 by 0.6V. 
Then meter M1 will start to move again. 
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This effect is most important. It is caused 
by the need for each base to be 0.6V above 
the voltage of the emitter before collector 
current will flow. Thus the output circuit is, 
in effect, ‘‘shut off’’ from the input circuit 
over a range of 1.2V and this constitutes a 
serious form of distortion. It is called 
“cross-over distortion’’ because it occurs as 
the signal crosses over from one transistor 
to the other. 


+ + 


— = 
Fig.4 (a) (b) 


When the moving arm was within 0.6V of 
position 2 TR1 ceased to conduct, while TR2 
was not yet conducting. When the arm 
moves past position 2 by 0.6V TR2 starts to 
conduct, and meter M1 starts to move 
again. When the moving arm reaches 
position 3 TR2 will be biased fully on and its 
emitter will be within about 0.7V of the 
positive rail. 

Another way of looking at the meter 
behaviour is that, initially, its positive 
terminal is close to the negative rail; within 
0.7V of it. As the pot is moved from 1 to 3 the 
meter positive terminal moves, in effect, 
from the negative rail to within 0.7V of the 
positive rail. 

Reverting to the cross-over distortion 
problem, this can be tackled in two ways, 
both of which are usually used. The more 
basic method is to provide a small amount 
of forward bias for the transistors, at least 
equal to the 0.6V junction difference which 
creates the problem. This creates some 
standing current and heat generation under 
no signal conditions, but these can still be 
kept quite low. 

When the best bias compromise has been 
selected, any remaining distortion can be 
reduced to negligible proportions by means 
of negative feedback. This has the ad- 
vantage that it also reduces distortion due 
to any other cause. 

Fig 4 illustrates the evolution of a typical 
bias network. At (a) we have a very simple 
arrangement; a voltage divider system 
designed to develop, across the centre 
resistor, approximately 1.2V, or just suf- 
ficient to cancel the 0.6V for each base- 
emitter junction. Unfortunately such a 
simple circuit is not stable enough to be 
practical, particularly in regard to 
changing transistor characteristics with 
rising temperature. 

Diagram (b) is a better suggestion. Here 
two silicon diodes are used to develop 0.6V 
each, or 1.2V total. This voltage would be 
highly stable in the face of changing supply 
voltage, and would also be temperature 
conscious and adjust itself to suit rising 
temperature. Ideally, the diodes would be 
thermally coupled to (mounted on) the 
transistor heatsink. Again this is not a 
practical ciccuit, since there is no means of 
adjusting the voltage to cope with the 


tolerances of the diodes and transistors. 

A practical network is shown at (c). This 
uses a combination of one diode and a 
suitable amount of resistance. The diode 
develops a stable but heat sensitive 
voltage while the resistor allows the total 
voltage to be adjusted as required. While 
the resistor degrades the stability slightly, 
the result is quite acceptable. 


Our final circuit model is shown in Fig 5. 


+ 


Evolution of a bias net- 
work for a class B 
output stage. (a) is 
simple, but not able to 
cope with temperature 
changes. (b) is tem- 
perature conscious, 
but not able to be 
adjusted. (c) is a prac- 
tical compromise. 


{c) 


Our circuits so far have shown each tran- 
sistor supplied from a separate power 
supply; a pair of batteries for simplicity. 
While the twin battery idea is hardly 
practical, there have been a number of 
power operated amplifier designs based on 
a split power supply; positive and negative 
rails having the same voltage with respect 
to a common rail. The Playmaster 136, 
December 1972 used such an arrangement. 

While this has a number of advantages for 
high quality amplifiers — including ex- 
tended low frequency response — it cannot 
always be justified for simpler amplifiers 
where a more modest performance is 
adequate. For this we can use what is called 
an AC coupled output stage. 

Fig 5 illustrates such a circuit and, if built 
up, will demonstrate how it functions. The 
main difference between this and the 
previous circuits is that the two 6V batteries 
previously used have been joined to make a 
12V battery, and the emitter load is 
returned to the negative rail via a large 
electrolytic capacitor. As before, the 
emitter load would in practice be the 
speaker voice coil. 

Two meters are shown in the circuit. M1 is 
a 0-10V meter as used in the earlier circuits 
and M2 is the centre zero meter mentioned 
earlier. We used a 1-0-lmA movement in 
series with a 1k resistor to make a volt- 
meter reading 1V either side of zero. Higher 
sensitivity movements could be used with 
appropriately higher series resistors. If a 
centre zero meter is not available, a con- 
ventional meter can be used, but the full 


This CRO pattern is an excellent example ot 
cross-over distortion, being made by feeding 
a pure sine wave into the circuit of Fig 5. It 
also proves that this simple circuit will work 
— with limitations! 
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effect of the deflection in one direction will 
not be shown. 

To set up the circuit adjust the moving 
arm of the 1k pot to approximately its mid 
position but, more precisely, until M1 reads 
half the battery voltage. This represents the 
no signal condition and indicates, quite 
obviously, that the 500F capacitor will be 
charged to half the supply voltage. 

Incidentally, it is the process of charging 
the capacitor to this half supply voltage 
which causes the ‘‘thump” in the speaker at 
switch-on. 

Now consider what happens when a signal 
is applied to either TR1 or TR2. A positive 
going half wave will cause TR1 to conduct, 
moving the emitter junction towards the 
positive rail. As a result the 100 ohm resistor 
will have a voltage applied to it and current 
will flow from the positive rail through the 
resistor in the process of charging the 
capacitor. 

In the event that a negative half wave was 
involved TR2 would conduct and the emitter 
junction would move towards the negative 
rail. As a result the 100 ohm resistor would 
have a negative voltage applied to it and 
current would flow from the capacitor 
through the 100 ohm resistor in the process 
of discharging the capacitor. Note that this 
current flow would be in the opposite 
direction to that due to TR1 conducting. 

We can simulate this for demonstration 
purposes by giving the shaft of the pot a 
quick twist in either direction from its mid 
point. The centre zero meter will flick 
momentarily one way or the other, ac- 
cording to the direction in which the pot is 
turned. By identifying the polarity of the 
two ends of the pot, it is possible to work out 
which movement causes the capacitor to 
charge, and which to discharge. 


(1-0-1V) 


Fig.5 


While the divided power supply portrayed in 
the earlier circuits has a practical role, a 
single supply is often more convenient. This 
circuit shows how it is achieved. 


As the reader may realise, the process of 
charging and discharging the capacitor 
must mean that the voltage across this 
capacitor will rise and fall. It is important 
to realise that this is an undesirable 
Situation; ideally this voltage should 
remain constant, with the whole of the 
signal voltage appearing across the load, or 
voice coil. In practice some of the signal 
voltage appears across the capacitor and 
this loss becomes larger as the signal 
frequency becomes lower, ie, the response 
of the amplifier fe'ls at low frequencies. 

In practice we counter this by making the 
capacitor as large as possible or, looking at 
it another way, by ensuring that the im- 
pedance of the capacitor, at the lowest 
frequency to be handled, is small compared 
with the impedance of the load. A typical 
value for a practical amplifier would be 500 
uF which, at 50Hz, has an impedance of 
about 6.5 ohms, compared with a typical 
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Elementary Electronics 


‘Ideas Worth Trying 


Remote TV Volume 
Control 


If you would like a remote volume control 
on your TV set, but hesitate to tamper with 
the wiring of a commercial set, the 
following tip may help. Many TV sets are 
fitted with an earphone socket, which 
usually cuts out the main speaker when the 
earphone is plugged in. 


nen 5 emer 


FROM 509 TO 
EARPHONE EXTERNAL 
SOCKET 


SPEAKER 
piecnsiey Nate 


If an extension speaker is plugged into 
this, it can be fitted with a simple volume 
control and, if you wish, a switch as well. 
The volume control’s function is obvious, 
while the switch can be used as an ‘‘ad 
killer’. 

My unit was built into a small plastic case 
and has about 20ft of cord from it to the TV 
set. 

‘Mr P. A. Thomson, 24 Hopkins Ave, 
Keilor 3036.) 


Repairing a Cracked 
Board 


A cracked printed wiring board may 
usually be repaired with a little care. If both 
the base and the copper are cracked, drill 
small holes through each run of copper, on 
opposite sides of the crack. 

From thin tinned copper wire, make up a 
staple for each pair of holes. The staples 
should be just wide enough to bridge the two 
holes when the crack is closed. Make the 
sides of the staple fairly long. 

Push the two halves of the board together, 
push one staple through the holes from the 
copper side, then gently twist the ends of the 


staple together on the component side, with 
a pair of pliers. Solder the twist, and clip off 
the surplus. Solder the tinned copper wire to 
the copper pattern. Where more than one 
staple is required, insert alternate staples 
from opposite sides. 

(T.L., Christchurch, New Zealand.) 


Cable Jacket Remover 


There are many occasions when it is 
necessary to remove the outer vinyl plastic 
covering from a multi-conductor cable. A 
fast and easy way of doing this with no risk 
of damaging the insulation of the con- 
ductors is to use a dressmaker’s seam 


ripper, as shown. Simply slip the end of the 
seam ripper under the outer covering, and 
push. Zip! It slices the jacket like a knife 
through soft butter. — Hugh Gordon. 
(This suggestion appeared originally in 
“‘Radio-Electronics,”” November, 1973. Ed.) 


Improvised Coil Former 


When building the 1967 All Wave Two, I 
could find only one %4in coil former, so the 
other two were made from old 12 gange 
cartridge shells. A hole was drilled in the 
brass section and a bolt inserted through 
this to mount it on the chassis. 

(Mr W. Stringer, Government Rd, 
Gulnare, 5471.) 
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voice coil impedance of 16 ohms. 
While we have shown a 500uF capacitor, 


+) 2N3638A 


Fig.6 
A practical output stage evolved from Fig 5. 
Although the load and capacitor positions 
are transposed, this makes no difference to 
the circuit’s operation. 


there is some advantage in making this as 
large as possible for purposes of demon- 
stration. We tried a 10,000uF unit which was 
available and the improved response to the 
very low frequency signals, which our pot 
twiddling represents, was quite marked. 

Our circuits so far have been explanatory 
rather than practical. A practical circuit, 
embodying the points discussed so far, is 
given in Fig 6. In fact it is a simplified 
version of the output stage used in several of 
our projects, including the ‘‘Audio-Mate” 
described in March 1972. Next month we 
hope to describe a similar, but somewhat 
simpler amplifier as a constructional 
project. 

In the meantime, compare Fig 6 with the 
earlier diagrams and digest what you have 
learned from our circuit models. By the 
time you tackle next month’s project you 
will not only know how to build it, you'll 
know how it works! a 
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REVIEWS OF OTHER RECORDINGS 


Devotional Records 


FOLK HYMNAL. In Sound For Singalongs. 
Stereo, Singcord ZLP-834S. (From S. 
John Bacon Publishing Co Pty Ltd, 119 
Burwood Rd, Vic 3125). 


An unusual album, this: The title is ac- 
tually that of a hymnal in the Singspiration 
series published by the American Zon- 
dervan Corporation. The twenty-one hymns 
and choruses on the two sides are taken 
from the hymnal and are identified by 
number so that anyone with the book can 
turn up the words and sing along. Also 
stated is the number of preliminary musical 
measures, allowing a conductor to leg the 
singalong, if desired. 

A further interesting aspect is that the 
chorus and accompaniment are on the right 
and left channels respectively, so that 
either can be selected by simply rotating 
the amplifier balance control. 

But, if you just want to listen, you can 
ignore all this detail and simply enjoy the 
sound. Without arguing the precise con- 
notation of ‘‘Folk’”’, the hymns are of more 
recent vintage; happy, rhythmic and 
tuneful and with a potential appeal to the 
whole family. Some you will know for sure: 
Happiness Is The Lord — Heaven Came 
Down — I Have Decided To Follow Jesus — 
Kum Ba Yah... 

The sound is very clean and, because of 
the virtually complete left” right 
separation, the record really spreads on a 4- 
channel system. Recommended. (W.N.W.) 


COUNTRY WESTERN HYMNAL. In Sound 
For 3 Singalongs. Stereo, Singcord ZLP- 
895S. (From S. John Bacon Publishing 
Co Pty Ltd, 119 Burwood Rd, Burwood, 
Vie 3125). 


This is a companion disc to ‘Folk 
Hymnal”’, reviewed above. It features a 
generous twenty-four hymns and choruses 
from a Singspiration hymnal, listing titles, 
numbers, musical intro measures, all 
aimed at making it easy for an individual or 
a congregation to sing along with the 
record. For the same reason, the chorus and 
accompaniment is recorded on different 
sides of the stereo pair so that they can be 
separated with the balance control. 

The difference between “folk” and this 
kind of C&W is not immediately obvious. In 
both albums the hymns and choruses are of 
the in-between variety, neither old nor mod, 
but all tuneful and gently rhythmic. 

Examples are: Put Your Hand In The 
Hand — Reach Out For Jesus — Jesus And 
Me — His Name Is Wonderful — Burdens 
Are Lifted — We'll Talk It Over — Springs 
Of Living Water — Mansion Over The 
Hilltop. 


These and others like them are old enough 
to be part of the adult scene and should 
make welcome family listening. On this 
basis ‘‘Country Western Hymnal” must also 
be recommended. (W.N.W.) 


SHOW ME. By Jimmy and Carol Owens. 
Stereo, Pilgrim JLPS-181. (From S. John 
Bacon Publishing Co Pty Ltd, 119 Bur- 
wood Rd, Burwood Vic 3125). 


Yet another Christian Musical, ‘“‘Show 
Me”’ examines the challenge to traditional 
church missionary outlook of the strange 
people in the local park. The viewpoint of 
this latter group is expressed, predictably, 
in rock; that of the little old ‘establish- 
ment” ladies in lyrics that have strong G&S 
overtones. 

Like many such presentations, it contains 
a mixture of truth and overstatement; of 
entertainment, challenge and provocation. 
But, of course, it does make a point, albeit 
an often-stated one nowadays: there are 
age and culture barriers in our society 
which should be faced and worked on, 
rather than just talked about. 


Although the jacket identifies the song 
and dialogue segments, the tracks are not 
separated in the recording and the album is 
intended to be heard for what it is — the 
sound recording of a complete stage 
presentation, which begins with complete 
estrangement and ends with mutual un- 
derstanding. The traditional happy ending? 

If you have an interest in Christian 
musicals, particularly with a youth em- 
phasis, this one could be for you. Conversely 
if your preference is for more traditional 
devotional fare, you mightn’t be inclined to 
stay with “show me” long enough to geta 
feeling for what Jimmy and Carol Owens 
are trying to say. (W.N.W.) 


GODOFALLOFUS. The New Hope Singers. 
Stereo, Light LS-5590-LP. (From Sacred 
Productions Aust, 181 Clarence St, 
Sydney and other capitals). 


The 11-strong New Hope Singers have the 
expressed intention in this album of com- 
municating their Christian faith. I must be 
frank: the only thing they communicated to 
me was an urge to turn them off! Granted, I 
would not have been in the target group and 
you may not be, either. This is pure pop- 
scene sound; if it turns you on, fine! 


Whether this is synonymous with 
comunicating a basic faith is another 
matter. 


But enough of that. The titles are: 
Godofallofus — Where Does It Hurt? — 
Minstrel Man — Get Love In — The Great 
Financial Revival — Eastside Morning 
Glory Sunday Sorority — Give A Little Bit 
— Friend — Quiet Place — Jesus Made Me 
Higher. 

If you should hear it, and like it, and gain 
from it, that’s fine. But Godofallofus is not 
for this reviewer! (W.N.W.) 


Instrumental, Vocal And HUM OU mune 


AN EVENING OF CLASSICAL 
FAVOURITES. Vol 8. Various or- 
chestras. Stereo, Fontana ( Phonogram) 


6540-141. 


One can be quite snooty about records 
with such a title but the simple fact remains 
that this is volume 8 of a series, of all which 
are presumably still current. Fontana 
certainly aren’t issuing them just to fill up 
its catalogue. But, in any case, in a world 
which abounds with movie themes and pop, 
is there anything reprehensible about 
preferring melodies, orchestras and artists 
which relate to the classical scene? 

Volume 8 contains the following 
favourites, snippets, lollipops; call them 
what you like: Barcarolle (Offenbach) — 
Czardas (Monti) — Heart Wounds (Grieg) 
— Souvenir (Drdla) — Berceuse (Godard) 
— Ich Liebe Dich (Grieg) Perpetuum 
Mobile (Strauss) — Minuet (Boccherini) — 
Nuns’ Chorus (Strauss) — Ave Maria 
(Gounod). 

The items are played by European or- 
chestras and conductors, the details being 
much more copious than I can ac- 
commodate here. 

The sound throughout is clean and any 
differences in the acoustic environment for 
the various tracks is of no consequence. 
This is not for classical buffs, of course, but 
those who are not already overstocked with 
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Reviews in this section are by Neville Williams (W.N.W.), Harry Tyrer (H.A.T.), Leo 
Simpson (L.D.S.), Gil Wahiquist (G.W.), and Norman Marks (N.J.M.). 
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this kind of material will enjoy it. (W.N.W.) 


* * * 


MUSIC FROM THE GREEK ISLANDS. 
Tacticos and his Bouzoukis. Stereo, Axis 
6045. 


As the notes point out, the films “Zorba 
The Greek” and ‘‘Never On A Sunday” 
sparked off a whole new interest in Greek 
music, and the bouzouki in particular. In 
this album bouzouki provide the dominant 
sound but weight is provided by guitar, 
piano and bass. The result is a highly 
listenable album with a pleasant difference. 
The tracks: 

Zorba’s Dance — That Boy — Get Up, 
Dance My Doll — Get Up, Dance Sirtaki — 
The Girl From Faliron — Folk Dance In 
9/8 — Never On Sunday — Gone, Gone — 
Poverty — Rowing Boat By The Shore — My 
Tears Are Burning. 

The quality is very clean and the sound 
Spreads around pleasantly when played 
through a matrixed quadraphonic system. 
(W.N.W.) 


* * * 


HIGHLIGHTS IN BRASS. The Band Of 
Yorkshire Imperials Metals. Stereo. 
Astor Gold Star Series GGS 1360. 


This very pleasant record brings back 
child-hood memories of band concerts in the 
local park on summer weekends. This 
particular group is in the best tradition of 


British ‘“‘works” bands. They play seven 
selections with consummate skill, with such 
titles as: Prelude for an Occasion — 
Festival Music, Overture, Romance, Im- 
promptu — Bandology — Rhapsody in Blue 
— Rondo from 4th Horn Concerto — 
American Patrol — Una Voce Poco Fa. 

My only criticism of the record is in the 
quality department, as the treble is 
somewhat attenuated. But don’t let this 
spoil your enjoyment. (N.J.M) 


* * * 


THIS IS THE BIG BAND ERA. Various 
bands. Mono, RCA 2-record set VPM- 
6043. ($8.40). 


When I settled back to listen to the first 
record of this set, I was astounded to hear 
the strains of Aquarius in unmistakeably 
wide range sound. Somehow the wrong disc 
had found its way into my review set and I 
never did get to hear record 1 which covers 
the period 1928 to 1939. But at least I can tell 
you that it is available normally — original 
recordings re-mastered on to microgroove 
of Benny Moten, Tommy Dorsey, Benny 
Goodman, Bunny Berigan, Artie Shaw, 
Ziggy Elman, Lionel Hampton, Charlie 
Barnet and Glen Miller. 

Record 2, which I did hear, carries on 
from Earl Hines (1940) to more up-to-date 
recordings by some of the conductors 
already mentioned, plus Erskine Hawkins, 
Duke Ellington, Count Basey and Larry 
Clinton. 

The double fold jacket carries notes on the 
conductors and lists many of the personnel. 
All told, the album holds plenty for those 
with an interest in the big band era. 

The sound quality of the recordings I was 
able to hear lacks the sparkle and the 
spread of modern technology but in 
otherwise clean and adequate to display the 
talents of an earlier generation of fine 
musicians. (W.N.W.) 


* x * 


SAMMY KAYE, Creater of Swing and 
Sway featuring If You’ve Got The Time. 


Quadraphonic, Project 3 (Festival) PJL-. 


34744, 


Bright, yet very easy on the ear is this 
new recording from the Sammy Kaye 
Orchestra, in association with the vocal 
group, the New Kaydets. If you want to take 
a more informed interest in the or- 
chestrations, the jacket notes briefly outline 
the basic arrangements for each of the 
numbers: If You’ve Got The Time — I’d 
Like To Teach The World To Sing — We’ve 
Only Just Begun — You’ve Got Me Crying 
Again — The Good Times Go Right On — 
For The Good Times — Those Were The 
Days — The Beat Goes On — Why Don’t We 
Do This More Often — Everything Is 
Beautiful. 

Project 3 have a reputation for clean 
sound and this one is no exception. This, 
plus some well arranged duetting across the 
room, add up to excellent entertainment of 
the 4-channel kind. Good middle-of-the-road 
listening. (W.N.W.) 

* * * 
CONTRASTS. Featuring the Unique 
Quadraphonic Cordovox of Valentino. 
Quadraphonic, Astor Quad-1020. 


This new album is a real wow — but you’d 
better read on so as not to misunderstand 
the meaning of my remark. The Cordovox 
looks like an accordian and has a fair 
complement of the usual accordian reeds. 
However, it also has quite a lot of electronic 
circuitry crammed in, so that it is virtually 


a portable electronic organ as well. At least 
the portable part is portable! Attached to 
Valentino’s Cordovox are four 18in 
speakers, eight horns, two Leslie tone 
cabinets, several hundreds of amplifier 
watts, a microphone and PA system and an 
array of foot switches to control the system. 

With all this, over-recording and 
quadraphonics, Valentino manages to 
sound like a full combo as he plays: 
Trumpet Voluntary — Musette Melody — 
You’re A Lady — If — Ooh-Wakka-Doo- 
Wakka-Day — Love Story — Alone Again 
Naturally — Godfather Theme — Lara’s 
Theme — Love Is A Many Splendoured 
Thing — Who Was It — My Way. 

Back to the wow: Valentino uses wow by 
the cartload in some of the stanzas, along 
with double vibrato and Leslie that leaves 
true pitch far behind. If you happen to be 
allergic to this kind of thing — as Iam — 
don’t say you weren’t warned. On the other 
hand, some of the tracks on side 2, over- 
recorded against his own piano, are pretty 
straight rhythm. After all, he does call the 
album ‘Contrasts’. 

Valentino is a very accomplished en- 
tertainer. His sound is unusual and very 
well recorded. Whether it’s your kind of 
sound is another matter. Best you sample a 
few tracks and find out. (W.N.W.) 

* * * 
THE SYNTHESISER SOUND MACHINE. 
The Fantastics Pikes Somerset Sonic 
Stereo 9044 Astor release. 


It is difficult to classify this type of 
presentation of hit tunes, since the Moog 
Synthesiser has been around long enough to 
be no longer a novelty. In a way, this record 
tends to suggest otherwise. As a demon- 
stration of some of the wide range of sounds, 
musical and otherwise, available from 
these instruments it is interesting, but as 
music to listen to it fails to excite. The 
technical quality is excellent, with a dozen 
titles including: Mouldy Old Dough — 
Boccherini’s Minuet — The Good, The Bad 
and The Ugly — Popcorn — House Of The 
Rising Sun — Ghost Riders In The Sky — 
Telstar. (N.J.M.) 

* * * 


HAMMOND HAPP.NESS. T. W. Ardy with 
the orchestra of Hans Bertram. Polydor 
stereo 2371 045. 

A great record to create a party at- 
mosphere. Swinging arrangements and 
really good sound quality from Polydor. 
There are 28 tunes in all, presented in 
medley fashion. 

Some of the tunes presented are: I Want 
To Be Happy -—- That Old Black Magic — 
You Are My Sunshine — Proud Mary — My 
Golden Baby — Oh Happy Day — Get 
Happy — Charmain. (L.D.S.) 


Strictly for nostalgia 


THE GOLDEN AGE OF THE 
HOLLYWOOD MUSICAL. Original 
soundtrack recordings, created by 
Busby Berkeley. Mono, United Artists 
(Festival) L-34777. 

As a very young man, I had a small 
collection of ‘‘Gold Digger’’ records which I 
used to check the audio systems of console 
receivers coming off the assembly line. I 
thought they were pretty good. That im- 
pression might have lingered if Festival had 
not sent me this microgroove re-ssue. What 
limitations were overlooked in those days in 
the enthusiasm for the talking screen! 

Yet, this double-fold album, with its clips 


MILLION SELLERS, from Br oadway and 
Hollywood. 101 Strings. 3-R: ecord boxed 
set. Stereo, Alshire (Asstor) SPS 3-107. 


The 101 Strings orchestra s hould need 
little introduction these day7s, al 'though one 
should perhaps remark tha't thei r style now 
is to inject quite a bit of brass a nd rhythm 
into the basically string sc und. 

With six sides in this boxe :d set, one would 

imagine that the purpose is. to pil e them on 
the changer and let them prov: ide music 
while you work. As the title sug, gests, the 
music is an anthology of best sel lers from 
the shows. To quote a few: 
If I Were A Rich Man — Thieme Fr ‘om Love 
Story — Raindrops Keep Falling On My 
Head — Theme From Airport — S| uperstar 
— As Long As He Needs Miz — Clim b Every 
Mountain — Lara’s Theme — Im, possible 
Dream — High Sierra ancl so on. 

Of relatively recent vintage, the recor- 
dings are wide range and well spre. ad and 
lend themselves to quadraphonic } >resen- 
tation. 

A box full of pleasant background , sound, 
if you need it. (W.N.W.) 

* * * 
GOLDEN HOUR: REMEMBER WI! IEN, 
Vol 3. Les Brown and Charlie Bar, net’s 
Greatest Hits. Astor Golden Hour se ‘ries 
GH812. 


This record does an excellent job of 
recreating the Big Band sound of _ the 
thirities and the fourties with twe 1ly 
favourites like: Sentimental Journey -~ 
Stompin’ at the Savoy — Twilight Time — 
I’ve got my love to keep me warm — Bh te 
Moon — Skyliner — Charleston Alley - — 
Pompton Turnpike — Cherokee. 

The quality leaves a little to be desirec |, 
probably due to groove amplitude problem s 
caused by packing an hour onto a twelve 
inch LP but, if you like the sound, thi:s 
should not worry you. There are two or - 
chestras involved, Charlie Barnet’s anc| 
Fancis Bay and both use some fresk: 
arrangements to good advantage. (N.J.M.) 

* * * 
THE WAY OF LOVE. The 50 Guitars of 
Tommy Garrett. Stereo, United Artists 
(Festival) SUAL-934571. 


Completely without ostentation, this 
album by Tommy Garrett is packaged in a 
jacket printed back and front in muted 
tones, with little more in the way of in- 
formation than the song titles. In a way, the 
sound is muted, too, but it is smooth and 
restful and the perfect background to an 
easy chair, and a late evening cup of coffee. 

But 50 guitars? Forget the phrase. Most of 
the guitarists must have been on holidays, 
or they’ve taken up other instruments in- 
stead. They play: 


of scenes from ‘‘The Gold Diggers of 1933” 
— and 1935 — “‘Footlight Parade” and 
“Dames” will come as an_ eloquent 
reminder of the immediate post-depression 
period and the early musical spectaculars 
from the Warner Brothers’ Studio. 

Remember: We're In The Money & I only 
Have Eyes For You — My Forgotten Man — 
42nd Street — By A Waterfall — Shanghai 
Lil — Shadow Waltz and Lullaby Of Old 
Broadway? 

And remember: Ruby Keeler, Dick 
Powell, Joan Blondell, James Cagney, 
George Raft? If you do, this one will cer- 
tainly take you back to that vibrant, en- 
terprising era of film making. (W.N.W.) 


ae aT ee 
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VARIE Mv FARE 


Summer ¢ >f ’4:2 — Without You — Precious 
And Few — It’s Impossible — Velvet 
Madonna — - Br ian’s Song — How Can You 
Mend A B .roke:n Heart? — The Way Of 
Love — G ipsy’s, Tramps and Thieves — 
Broken He artec| Lullaby — American Pie — 
Living In A House Divided. 

Looking at the titles, something seems to 
have goné » wrorg with the romance — but 
certainly not wil:h the sound and the quality. 
CW.N.W.) 

* * * 
AKKORI )EON POSP 2. Will Glahe, Ac- 
cordiz in and Rhythm. Decca stereo 

SKLA , 7702. 

A ra\ ve review is warranted for this 
record, Great; music and swinging 
arrangé >ments. Aind the recording quality is 
excelle’ at. What more can you want? There 
are no less than 28 songs presented in 
medley ; form. 

Som e of the songs presented are as 
follow s: Fiesta Mexicana — I’m On My Way 
— Yel low Boomerang — Crocodile Rock — 
The V fouth Organ Boy — Sunshine Lover — 
Mam a Loo — So Long. (L.D.S.) 

* «x * 
ARI AST LOVE. Maria Callas, with various 
a rtists and orchestras. His Master's 
\ Joice, Stereo OASD. 7575. 


M .aria Callas has selected these tracks 
fro m earlier recordings. She has certainly 
de’ monstrated here no desire to concede to 
po pular taste and, except for the famous 
‘“( Sare Nome” aria from ‘Rigoletto’, there 
a) ‘e none of the titles one sees time and time 
a; Zain in ‘best loved”? and ‘‘highlights”’ 


SPECIAL RELEASE 
NEW MODEL 


N.S. ELECTRONICS 
PORTABLE CALCULATOR 


ALL BRAND NEW & 
TESTED 


recordings. The titles: Dei Tuo Figli” from 
Cherubini’s ‘‘Medea”’ — (1) Tu Che Invoco, 
(2) O Nume, Tutelar, and (3) Caro Ogetto, 


all from Spontini’s ‘‘La Vestale’”’ — Morro, 
Ma Prima in Gazia, from Verdi’s ‘‘Un Ballo 
in Maschero’”’ — (1) Ah! Non Credea 


Mirarti, and (2) Ah! Non Giunge, from 
Bellini’s ‘‘La Somnambula’’. 

Maria Callas has not always come over 
well on disc, and I believe that much of her 
stage success was due to her dramatic skill. 
However, her admirers will find little or 
nothing to complain about here, where the 
singer has chosen carefully to present 
herself in the best possible light. The sound 
is distinctly dated, however, and the stereo 
appears to be of the ‘‘electronically 
reprocessed” variety. (H.A.T.) 


* * * 


HARRY SECOMBE FAVOURITES. Fon- 
tana stereo 6870 590. 


Harry Secombe has certainly wrought a 
great change in his entertainment career. 
He has changed from a very successful 
comic and developed as a fine tenor. His 
popularity can be judged by the great 
reception he had at his recent Opera House 
appearance. For this reason, there should 
be no problem selling this album which has 
been released to coincide with his current 
visit to Australia. Record quality is okay. 
And the price is right at just $2.75. 

Twelve tracks are featured: Climb Every 
Mountain — Hello Young Lovers — Song Of 
The Vagabonds — If I Loved You — 
Stranger In Paradise — Make Believe — 
Love Is A Many Splendored Thing — 
Wonderful Copenhagen — Three Coins In 
The Fountain — You Stepped Out Of A 
Dream — Love Walked In — Eternally. 
(L.D.S.) 
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CRYSTAL SET 


FRANK IFIELD. Country & Western 
singer. Interfusion stereo L34988. 

I must admit I’ve always had a soft spot 
for Frank Ifield and I’ve always remem- 
bered his most popular song ‘“‘I’ll 
Remember You’’. So I was glad to review 
another of his albums. Good straight 
singing with lyrics you can actually un- 
derstand. Not at all like some of the latest 
vocalists. Recording quality has a slight 
edge to it but its not really obtrusive. 

Twelve tracks are presented: Someone 
To Give My Love To — California Cotton 
Fields — Say Goodbye To Angelina — Don’t 
Forget I Still Love You — Him Big Top Me 
The Clown — Till I waltz With You Again — 
Paint The World — Silver Wings — I Cry My 
Heart Out For You — Why Cant People Be 
People — My Happiness — Country Com- 
fort. (L.D.S.) 

* * * 
THE GREAT SERENADES. Kenneth 
McKellar. Decca, Stereo SKLA 5160. 

The word ‘‘serenade’’ seems to have 
inspired many composers to produce some 
of their finest melodies, and the collection of 
13. presented here are very pleasant 
listening indeed, a pleasure to which 
Kenneth McKellar’s fine tenor voice con- 
tributes in no small measure. 

You will surely know most of these: 
Marie, Marie! — Starlight Serenade 
(Heykens) — A Mezzanotte (Donizetti) — 
Schubert’s Serenade — Se il Mio Nome 
(Rossini) — Serenata (Toselli) — O del Mio 
Amato Ben (Donaudy) — Kalinka — 
Harlequin’s Serenade (Leoncavallo) — The 
Lighted Window (Megio) — Serenade from 
‘‘Frasquita’’ (Lehar) — Berceuse de 
Jocelyn — Serenade from ‘‘Student Prince” 
(Romberg). This modern decca recording 
is of excellent quality. (H.A.T.) 
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BILL COSBY LIVE AT MADISON 
SQUARE GARDEN. MCA stereo MAPS 
6998 FOR ADULTS ONLY. Bill Cosby. 
MCA stereo MAPS 5325. 


Bill Cosby fans will be pleased to know of 
these two recent album releases. They 
contain some material from his recent 
tours. Don't ask me to suggest which one is 
the best. I laughed all the way through both 
of them. Bill’s insights into bringing up 
children and marriage are just incredible — 
and unspeakably funny. If you’re a fan of 
his you should get at least one of these 
albums. (L.D.S.) 


* * * 


MILLION SELLERS, from Broadway and 
Hollywood. 101 Strings. 3-record boxed 
set. Stereo, Alshire (Astor) SPS 3-107. 


The 101 Strings orchestra should need 
little introduction these days, although one 
should perhaps remark that their style now 
is to inject quite a bit of brass and rhythm 
into the basically string sound. 

With six sides in this boxed set, one would 
imagine that the purpose is to pile them on 
the changer and let them provide music 
while you work. As the title suggests, the 
music is an anthology of best sellers from 
the shows. To quote a few: 

If I Were A Rich Man — Theme from Love 
Story — Raindrops Keep Falling On My 
Head — Theme from Airport — Superstar — 
As Long As He Needs Me — Climb Every 
Mountain — Lara’s Theme — Impossible 
Dream — High Sierra and so on. 

Of relatively recent vintage, the recor- 
dings are wide range and well spread and 
lend themselves to quadrophonic presen- 
tation. 

A box full of pleasant background sound, 
if you need it. (W.N.W.) 


Jazz and Rock... 


SOLID GOLD ROCKING MUSIC. Various 
artists. RCA Camden stereo CXS 9501. 2 
record set $5.25. 


For those old bodgies and swingers whose 
stovepipes are now too small and whose 
hair oil has solidified here is a 2-record set 
to help them remember how it was in their 
day. Somehow, though, the artists seem to 
lack the vigour that I remember them 
having. Either I am getting older or the 
various performers could have put a little 
more ‘‘oomph’’ into their delivery. Sound 
quality is okay and you get a lot of tracks for 
your $5.25. 

Here are some of the 24 tracks: Sugar 
Sugar — Be Bop Alula — Whole Lotta 
Shakin’ Goin’ On — Fire — Get Back — 
Lawdy Miss Clawdy — Jailhouse Rock — 
Sweet Sixteen. (L.D.S.) 


* * * 


ON WITH THE SHOW. Sherbet. Infinity 
stereo L, 35007. 


It has taken Australia’s top rock band 
(they won the Battle of the Sounds in 1972) a 
long time to getting around to their own 
material. 

This LP has mostly original material 
written by Sherbet members Clive 
Shakespeare and Garth Porter. Their years 
of playing the hits of others has given them 
a confident style of their own. 

The LP is planned like a show, with an 
introductory number ‘‘We Can Make It 
Right” all the way through to a farewell 
track in which the band members are 


farewelled. There is a comedy track 
“Jungle Jiver’’ which is one of the best 
novelties I’ve heard by a local group. 

“Cassandra” is the most polished track 
and ‘‘Chicago’’, a ten-minute version of the 
Graham Nash composition, is the one with 
the guts in it. Besides Shakespeare and 
Porter, Sherbet members are Dary] Braith- 
waite, Alan Sandow and Tony Mitchell. Ern 
Rose recorded them at Armstrongs in 
Melbourne. (G.W.) 


* * * 


PRUSSIAN BLUE. Richard Clapton. Infin- 
ily stereo L34956. 


It’s a matter of what you are looking for 
and song-writer Clapton is exploring the 
meaning of life ina number of rock-oriented 
songs. 

There is a theme of travelling and moving 
on in the songs, reflecting Clapton’s own 
travels over the past five years. 

The La De Das and guitarists Glenn 
Cardier and Mike McClelland were among 
the musicians who worked with Clapton on 
the album. 

“Last Train to Marseilles’ is the most 
successful track although it seems unfair to 
select it above others. 

“I Wanna Be a Survivor’’ is particularly 
good, being Clapton’s reflections after a 
period living at Sydney’s Kings Cross. This 
is an album which is going to stand up for 
some time. It was produced by Richard 
Batchens and recorded at Festival Studios 
in Sydney. (G.W.) 


* * * 


VOLCANIC ROCK. Buffalo. Vertigo stereo 
6357 101. 


The opening number ‘‘Someday Sunrise”’ 
sets the tone for this high-volume rock 
record made by David Tice (vocals), John 
Baxter (guitar), Peter Wells (bass guitar) 
and Jimmy Economou (drums). 


The disc appears to contain the material 
needed to provide high level sound at home, 
provided you can have the amps and emoh 
ruo can stand it. 


A hypnotic beat and slashing guitar runs 
back Tice’s hoarse, urgent vocals. 

Reproduction of electronic music through 
an electronic system is a modern 
phenomenon and engineers seem to be 
getting better at it. Wahanui Wynyard 
recorded Buffalo for this session at United 
Sound, Sydney. I doubt if Buffalo would 
sound as good in the flesh as they do from 
the LP. (G.W.) 


* * * 


POP GOES GRAEME BELL ALL STARS. 
Festival stereo L 25079. 


Graeme Bell and his group blow some 
jazz improvisations on pop tunes of the day 
including ‘‘Tie a Yellow Ribbon", ‘‘Candy 
Man”’ and ‘‘Daisy a Day’. 

I suppose it is because of their country 
music origins, but it is surprising how many 
of today’s pops lend themselves to a 
dixieland treatment. The simple chords of 
country music have a lot in common with 
jazz. 

Members of the All Stars are Jim 
Saunders (trumpet), Paul Furniss (reeds), 
John Costelloe (trombone and tuba), Laurie 
Thompson (drums), Harry Harmon 
(electric bass and tuba), Keith Harris 
(banjo and guitar) and Bell on piano. 

This isn’t a disc for the jazz heavyweights 
but I bet it will enliven many a party with its 
wonderfully relaxed jazz spirit. (G.W.) @ 
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jensen 
MODEL 2 


gives you 
2 WAY RELIEF 


)s Heres good news for Hi-Fi buffs// 


Jensen Model 2 — It’s an outstanding 2 way speaker system, 
with a whole lot more performance, features and value. 


1. PERFORMANCE: You get one each of Jensen’s famous 
woofers and tweeters. A 8” woofer and a superb 3%” direct 
radiating tweeter. 


2. FEATURES: We use the Flexair suspension system for 
clarity. A unique crossover for tonal blend. A handsome vinyl 
covered cabinet. And the best 5 year warranty. 


3. VALUE: Total Energy Response design: Jensen’s exclusive 


fuller richer sound. It’s the difference you hear when you 
compare. 


$169 per pair 


K see YOUR AUDIO DEALER TODAY 
THEN TAKE TWO JENSEN MODEL 2 
SPEAKER SYSTEMS AS DIRECTED 
YOU'LL FEEL BETTER FAST!! 


AUSTRALIAN DISTRIBUTORS: 
B.J.D. Electronics Pty. Ltd., 190 Willoughby Road, Crows Nest, 2065 N.S.W. Ph. 439-4201 


202 Pelham St., Carlton, 3053 Vic. Ph. 347-8255 
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PRODUCT REVIEWS 
AND RELEASES 


Jensen Model! 2 Loudspeaker System 


Jensen Sound Laboratories is a new name to the Australian hifi market but 
they are a well-known loudspeaker manufacturer in America. In this review 
we test the Jensen Model 2, which is a modestly sized two-way loudspeaker 


system. 


Dimensions of the enclosure are 280 x 463 
x 210 mm (w x h x d). The enclosure is 
rigidly made from the now usual com- 
pressed particleboard, and finished with a 
washable plastic woodgrained material. On 
the rear panel, the connection terminals 
and tweeter level control are recessed so 
that the cabinet can be positioned right 
against a wall. 

Low frequencies are handled by a 


“woofer’’ with a nominal diameter of 8 
inches (actually 207mm) which has a foam 
roll surround. Effective cone diameter is 
145mm. The “‘spider”’ (voice coil suspension 
system) is quite large with a diameter of 
about 100mm while the voice coil appears to 
be about 30mm in diameter. The loud- 
speaker has a large ferrite magnet and a 
pressed steel chassis. 

High frequencies are handled by a 
tweeter which has an alnico magnet and an 
effective cone diameter of about 80mm. The 
tweeter is “‘hidden’’ or protected by a 
fabric-covered wire-mesh screen. This 


screen may also have an effect on the 
response of the tweeter but it did not appear 
to be removable, so we cannot tell. The 
loudspeakers are covered in normal use by 
the grille cloth, which is stretched over a 
Fonte frame and held in place by Velcro 
tabs. 

The cross-over network consists of a non- 
polarised electrolytic capacitor and a 
ferrite-rod cored inductor, plus a_ wire- 


wound potentiometer — the tweeter at- 
tenuator mentioned earlier. These com- 
ponents are mounted on the inside rear 
panel of the enclosure. The enclosure is 
partially filled with an acoustic damping 
material to control the resonance of the 
woofer. The enclosure is completely sealed 
— a so-called infinite baffle. 

An infinite baffle enclosure usually has a 
single impedance peak at the low frequency 
resonance of the system. And so it was with 
the Jensen Model 2, which is a nominal 8 
ohm system. System resonance was at 70Hz 
which resulted in an impedance peak of 50 


ohms. Above 70Hz the impedance drops and 
then rises slowly with increasing frequency 
until it drops again at the crossover 
frequency — which appears to be 1500Hz. At 
this point the system impedance is at its 
lowest value of a little less than 5 ohms. 
Above 1500Hz the system impedance again 
rises gradually with increasing frequency. 

All this means that the Jensen Model 2 
should cause no matching problems with 
the majority of solid state amplifiers. 

Tested with a sine wave oscillator and 
good quality power amplifier we found the 
response of the Jensen Model 2 system to be 
quite strong in the region from 90 to 150Hz, 
which means that there is little need for 
bass boost in most situations. In fact, if 
more than a little bass boost is applied there 
is a tendency for the system to have “‘one 
note’? bass. Lower down, the response 
dipped and then picked up in the region of 40 
to 45Hz, dropping off rapidly thereafter. 

In the midrange, the system was quite 
smooth although it sounded a little “‘reedy”’ 
in the region of the crossover frequency, ie, 
from 1kHz to 2kHz. This may be caused by 
“crossing over’’ to the tweeter at too low a 
frequency and hence exciting the tweeter’s 
natural resonance. Above 2kHz the 
response was well maintained to 10kHz and 
tapered beyond that. 

We found that for best results on music 
the attenuator should be set for maximum 
output from the tweeter. 

Overall sound quality is pleasant, with no 
vices — although we would have preferred a 
more extended high frequency response 
from the tweeter and perhaps a little 
smoother bass even at the expense of some 
bass output. We have no information on 
power handling but the system appears to 
handle the output of amplifiers up to 30 


‘watts without any trouble. 


Recommended retail price of the Jensen 
Model 2 is $169 per pair. They can be 
demonstrated at the showroom of the 
Australian distributor, B.J.D. Electronics 
Pty Ltd, 190 Willoughby Road, Crows Nest, 
NSW and are available from selected audio 
retailers throughout Australia. (L.D.S.) 


Digeec 
Electronic Clock 


Australian Time Equipment Pty Ltd 
now have available four, six and 
seven digit electronic clocks in 
compact plastic cases. 


Pictured is the 6-digit which comes in an 
orange case and is fitted with Sperry planar 
gas-discharge readouts. 12 or 24-operation 
is selected by a slide-switch and four push- 
buttons are provided for time-setting. 

Price of the 6-digit model is $61.00 plus 
sales tax. All enquiries should be directed to 
Australian Time Equipment Pty Ltd, 192 
Pacific Highway, Arncliffe, NSW. 
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LAFAYETTE “Guardian 6600” 6-BAND 


Beacon — Broadcast — Marine — FM — Aircraft — VHF 
Portable Radio with Radio Direction Finder 


6 BANDS 


(1) 160-390KHz Beacon (2) 550-1600 
KHz Broadcast (3) 1.6-4.6MHz Marine 
(4) 88-108MHz FM (5) 108-136MHz 
Aircraft (6) 147-174MHz FM. 


Rotatable Antenna for Beacon, 
Broadcast, Marine Band Recep- 
tion & Direction Finding. 


Signal Strength, 
Tuning / Battery Meter 


$179.50 


OPERATES FROM INBUILT BATTERIES OR 220-240 VOLTS 50 Hz. 
The ‘‘Guardian 6600” is the latest de-luxe version of Lafayette’s most advanced 
Portable Battery / Electric Radio for top reception plus Direction Finding. 20 
Transistors, 17 Diodes and 2 Thermistors. Telescopic whip antenna for VHF plus 
external antenna jack. Squelch control. Supplied complete with comprehensive 
Operating Manual. 


Including 
Sales Tax 


GENERAL 
COVERAGE 
HA-600A 


$229.50 


Including 
Sales Tax 


150.400 KHz, 550-1600 KHz (Broadcast Band), 1.6-4.8 MHz, 4.8.14.6 MHz, 


5 BANDS eso ii 
OPERATES FROM 12 VOLTS DC (negative ground) OR 220-240 VOLTS 50 Hz 


@ Field Effect Transistors in R.F., Mixer and 
Oscillator Stages. 


@ Two Mechanical Filters for Exceptional 
Selectivity 


@ Voltage Regulated with Zener Diodes 
@ Product Detector for SSB’ CW 


@ Edge illuminated Slide Rule Dial with ‘‘S” 
Meter. 


®@ Continuous Electrical Bandspread Calibrated 80 
— 10M. Amateur Bands, 


@ Variable BFO, Automatic Noise Limiter 
@ Speaker Impedance: 4 to 16 Ohms 


LAFAYETTE ccctronics 


LAFAYETTE Communications Receivers 

are also available from:— 

RADIO HOUSE PTY. LTD., 306 Pitt Street and 760 George 
Street. Sydney NSW 

TISCO AGENCIES, Overend and 
Woolloongabba. Q'land. 


Division of Electron Tube Distributors Pty. 
Ltd. 


All mail enquiries and orders to: 
VICTORIAN SALES CENTRE 

AND HEAD OFFICE, 

94 HIGH STREET, ST. KILDA, WILLIS TRADING CO., 445 Murray Street. Perth WA 
VIC, 3182. Phone 94 6036 L A. HEYWARD, 6 Herbert St. Launceston. Tas 


TRADE REPRESENTATIVES 


A.: Tyquin Distributors Pty. Ltd., 167 West Beach Road, Richmond. Phone 43 8153, 
A.: Athol M. Hill Pty. Ltd., 1000 Hay Street, Perth — Phone 21 7861. 


Hampton Streets. 


S 
Ww 
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NEW PRODUCTS 


High precision 
sound level meter 


Dawe Instruments Ltd, a leading UK 
manufacturer of sound level 
measuring equipment, have recently 
announced the release of their 
Precision Sound Level Meter Type 
1404B. 


Employing fully solid state devices 
throughout, the new unit consists of a 
condenser microphone, weighting network, 
attenuators, high-gain amplifier, and an 
easily read taut-band meter. The instru- 
ment is compact and robust and may easily 
be held in one hand. 

The Type 1404B covers the range 34 to 130 
dB (A) and fully complies with B.S. 
4197:1967 and IEC Publication 179:1965 for 
precision sound level meters. This grade of 
instrument is now called for in many 
specifications, and is recommended in the 
Department of Employment’s Code of 
Practice for reducing the exposure -of 
employed persons to noise where the 
measurement is likely to be used for legal 
enforcement of a noise limit. 

The instrument is powered by a small, 
inexpensive battery which gives a typical 
operational life of 80 hours. The complete 
unit, including the battery, weighs only 1lb 
140z. (0.86 kg) and is provided with a con- 


venient carrying case. An optional Wind 
Shield Type 1404-1B is available for the 
microphone to greatly reduce wind noise 
when taking measurements out of doors. 

For further information contact Tecnico 
Electronics, PO Box 12 Marrickville NSW 
2204. Telephone 55-0411. 


BASIC ELECTRONICS 


ON SALE NOW 
Available from Box 157, Beaconsfield 
2014. $2.40 post free. 


NEW PRODUCTS 


Ferrograph Recorder Test Set 


The Ferrograph RTS2 Recorder Test Set is a complete test instrument for 
measuring the performance of tape recorders. Except for an oscilloscope, 
nothing extra is required to measure frequency response, harmonic distortion, 
signal-to-noise ratio, sensitivity, wow and flutter and drift. 


Audio measurements generally require a 
profusion of test equipment all linked 
together by festoons of cables. A much 
simpler approach is to use the Ferrograph 
Recorder Test Set, which together with an 
oscilloscope will perform all the usual 
measurements on tape recorders and turn- 
tables, and most of the tests on audio am- 
plifiers. 

Dimensions of the test set are 441 x 254 x 
143mm and weight is 5.9kg. Jt has a large, 
easily-read, recessed meter with four 
scales. There are nine knobs and fifteen 
pushbuttons. 

On the left hand side of the panel is a 
group of three knobs and four push-buttons. 
These are for the low distortion audio 


oscillator, which covers the range from 
15Hz to 150kHz in four ranges. Output is flat 
within plus or minus 0.2dB over the whole 
range. Maximum output is 3V with open 
circuit load, and output impedance is de- 
pendent on the setting of the coarse at- 
tenuator — but is always less than 450 ohms. 
Rated distortion is less than 0.025 pe at 1kHz 
and less than 0.08 pe over the range from 
100Hz to 20kHz. 

To the right of the audio oscillator con- 
trols is the millivoltmeter attenuator. Milli- 
voltmeter sensitivity is from 1mV to 100V 
FSD in eleven steps of 10dB. Frequency 
response of the millivoltmeter matches that 
of the oscillator at plus or minus 0.2dB from 
10Hz to 150kHz. Meter indication is RMS 
values for sinusoidal signals, ie, the meter 
movement is average indicating. Input 
impedance is 2 megohms and AC coupled. 

Allied with the millivoltmeter is the 
distortion meter function, which is con- 
trolled with three push-buttons, four knobs 
and the millivoltmeter attenuator. The 
distortion measurement is the conventional 
method whereby the fundamental is 
rejected by a very sharp tuned filter. The 
remaining harmonics and noise are then 
measured by the millivoltmeter and read 
off as a percentage. 

Since most routine harmonic distortion 
measurements are performed at the mid- 


frequencies the Ferrograph RTS2 has been 
designed accordingly. The range of funda- 
mental frequencies at which harmonic 
distortion measurements can be made has 
been limited to between 400 to 1100Hz ap- 
proximately. The bandwidth of the dis- 
tortion measurement is from 15Hz to 20kHz 
so that high frequency harmonics above 
20kHz do not enter into the readings. 

A push-button on the front panel provides 
a further low-cut filter which operates 
below 400Hz to remove hum and low 
frequency noise from the measurement. 
This filter can also be brought into play 
when making ordinary signal level 
measurements with the millivoltmeter. 

Commenting on the facilities mentioned 


oooo cf 


thus far: We found the oscillator to be well 
within specifications. Distortion, measured 
both by the Ferrograph and another distor- 
tion meter, was below 0.02 pc. Envelope 
stability was also very good, and the output 
attenuator accuracy also very satisfactory. 
A square wave output facility for the 
oscillator would also be handy when testing 
amplifiers, but admittedly has less ap- 
plication when testing tape recorders. 

Gain of an amplifier or other device is 
easily measured. First, push the button 
marked ‘‘osc”’ to read the oscillator level 
output and then push the button marked 
“input”? to read the output of the device 
under test. The difference between the two 
meter readings is the gain or loss of the 
device under test. 

Distortion measurements are also 
straightforward and easy to make. The null 
controls are unambiguous in their meter 
indications and are not too ‘‘touchy.’’ We 
would have preferred to be able to measure 
distortion over a much wider range of 
frequencies, which is desirable when 
assessing amplifier performance, but for 
tape recorders, the facility is probably 
more than adequate for determining mid- 
band distortion and for establishing the 2 or 
3 pe distortion levels from which signal-to- 
noise ratio can be reckoned. 

As well as providing meter indication, the 


metering circuitry provid es an output 
signal which car be cor inected to an 
oscilloscope, wave analyser ' or other device. 
The output is approximately 1 volt RMS for 
full-scale indication of the m ieter and output 
impedance is approximatel y 500 ohms. 

An interesting point abot it the millivolt- 
meter-cum-distortion met«2r is that the 
input impedance foir the mi llivoltmeter is 2 
megohms while for ithe dist: ortion function it 
becomes 100k. 

Wow, flutter and clrift m: easurements are 
performed ata frequency ( of approximately 
3kHz. The RTS2 |has ar: internal fixed 
oscillator, separate: from. the widerange 
oscillator, and which ru! is at 3kHz. The 
signal is coupled to the oscillator output 
terminal when the ay»propr ‘iate push-buttons 
are pressed, so that itcan be recorded on to 
tape for the wow anid flut! er measurement. 
Drift, another meassuren ient allied to the 
wow and flutter facillity, i s a measure of the 
frequency deviation or tk 1e speed accuracy 
of the recorder. 

Wow and flutter of turr itables can also be 
measured provided. the signal output is 
greater than 75mV a.nd provided the 
frequency of the tes t rec ord can be brought 
within the plus or minus 5 pe of the nominal 
3kHz test frequency of t! he RTS2. The input. 
impedance of the te:st se t for this function is 
50k which means theit the 2 signal output from 
a ceramic cartridgie ca n be used directly. 
That from magnetic: ca) rtridges would have 
to be fed via a suil:able: preamplifier. 

Wow and flutter sign als from the meter 
circuitry may again |e observed on an 
oscilloscope so thzit tlne nature of speed 
variations can be <inal ysed. 

One disadvantage: of the RTS2 test set is 
that all inputs and ‘out puts are unbalanced, 
ie, one side is connect 2d to earth. This can 
be a problem with po tential ‘‘earth loops” 
complicating the measurements. However, 
the manufacturers hzive an answer in the 
RTS Auxiliary Unit, which provides: the 
facility of balanceci i nputs and outputs. 

Mechanically, thie Ferrograph RTS2 is 
well thought out. Iraiside, there are three 
large ‘“‘mother”’ bixairds (ie, a board into 
which other boards; are plugged) and four 
plug-in boards. In ac jdition, there is a power 
supply board and 2: switching board. The 
whole unit has bee! n designed to minimise 
connecting leads between the various 
boards. All circuit ry uses discrete semi- 
conductors, ie, transistors and diodes. 

For these reaso ns, maintenance should 
not present any problems. In addition, 
Ferrograph have a “replacement board 
service” which ca’ nsolve problems for those 
without qualified technicians. This service 
is also maintaine2d by the Australian dis- 
tributor. 

A worthwhile improvement, we think, 
would be to scr‘een-print the abbreviated 
instruction sheq } on the top of the case so 
that the instruc:tions are not ‘‘lost’’. Ac- 
cessories su ppli ed with the RTS2 are a 40dB 
in-line attenuat or, a frequency response test 
tape and the service manual. 

Summing uy), the Ferrograph is a well- 
thought-out multi purpose test instrument 
which can }e!rform most of the necessary 
measuremerits on tape-recorders, am- 
plifiers, turntables, cartridges and other 
electronic equipment. 

Price is $625.00 plus sales tax where 
applicable. Further information can be 
obtained froin the Australian distributors 
of Ferrogrziph equipment, Leroya_ In- 
dustries Pty Ltd, 266 Hay Street, Subiaco, 
WA or their i nterstate offices or branches of 
Jacoby, Mit: chell and Co Pty Ltd. (L.D.S.) 
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| : 2 ST IA’S 
PAK electronics BIGGEST 
AND AGENCIES Seabee er: 


1 cli 2 alin 


iff you want a job done properly, 
do it yourself. 


Incredibly, more than half the money you spend ona “big name” Speaker System goes to pay for the name, the 
import dut.y, the sales tax etc. When you come right down to the nitty-gritty, the speakers themselves don’t cost 
much at all. We have a simple solution to the problem; Do-/t- Yourself. 

Our speaker’ systems are easy to build and cost very little. Yet you will end up with the same quality as the higher 
priced syste ms you will find in the shops. Once the job’s done, you will have nothing more to do but sit back and 
enjoy the miusic while you are counting your savings, and you will have the extra satisfaction of knowing there 
are still a fev v pevaple around who can do a job properly. 


SPEAKER KITS 


PRE-FAB (CAI3INET KITS 


0.4 cu.ft. Book ‘shelf Enclosure (suits 6’’ speaker) vented or unvented, only $11.00 each, post $1.50. Size 14%" high x 8’’ wide x 
8%" deep. 

1 cu.ft. enclosuire (suits 6’ or 8’ speaker systems) vented or unvented, only $16.00 each, post $1.50. Size 21” high x 12"’ wide x 
8%" deep. F 

1.6 cu.ft. enclos ure: (suits 8, 2 x 8’, 10” or 12” speaker systems) vented or unvented, only $19.90 each, post $2.00. Size 24” 
high x 15%" wid? x. 11” deep. 

2 cu.ft. enclosure? (suits 8x 2 x 8”, 10” or 12” speaker systems) tweeter and mid-range optional), only $22.50 each, post $2.00. 
Size 26" high x 1 514" wide x 12” deep. 

2.8 cu.ft. enclosu re2 (suits 2 x 8’, 10" or 12" speaker systems) vented or unvented only $24.50 each, post $2.50. Size 30" high x 
18" wide x 11%" cleep. MAGNAVOX 8-30 System 1 cu.ft. only $16.00 each, post $1.50. 

MAGNAVOX 8-3 0 System, 1.6 cu.ft. only $19.90 post $2.00. 


PRE-FAB PA SPEAKER COLUMNS 


"Mini" No, 1 suit « 4’ Speakers x 6, Size 27" x 6%” x 3%". Grey vinyl or teak veneer available. Price $12.00 each post $1.50. 
“Mini’’ No, 2 suit €3’’ Speakers x 4, Size 33" x 8" x 5%". Grey Vinyl or Teak Veneer available. Price $16.00 each post $1.50. 
“Midi"’ suit 8’ Speakers x 4, Size 40" x 11" x 6%". Grey or Black Vinyl or Teak Veneer available. Price $20.00 each, post $2.00. 
““Maxi"’ suit 12"’ Sp eakers x 4, Size 60" x 16” x 8’. Grey Vinyl or Teak Veneer Available. Price $39.00 each, post $3.00. 


SPEAKER SYSSTEM KITS 


System 101 — 12 Watt Bookshelf enclosure 0.4 cu.ft. as above supplied with Magnavox 6WR and 3TC Tweeter, Crossover 
Capacitor, Wire, Inst, ructioris. Price $25.00 each post $2.00. 

System 201 — 16 Wiatt 1 cu.ft. enclosure as above supplied with MAGNAVOX 8WR or ROLA C-80 and 3UC Tweeter, plus all 
accessories, Price — $31.00 each post $2.00. Plessey X-30 1'’ Dome Tweeter instead 3UC, — $4.50 extra. 

System 301 — 16 Watt 1.65 cu.ft. vented enclosure. Speaker complement as system 201. Price — $35.00 each post $2.50. Plessey 
X-30 1’° Dome Tweeti2r instead 3UC — $4.50 extra. 

SYSTEM 302 — 16 Watt 2! cu.ft. enclosure, supplied with MAGNAVOX 12WR, 3UC Tweeter and all accessories. Price — $37.50 
post $2.50. 

MAGNAVOX 8-30 — .30W — 1 cu.ft. system, supplied with Model 8-30 Woofer and 2 x 3TC Tweeters or one Plessey X-30 Dome 
Tweeter, with all access ories etc. Price — $41.00 each post $3.00. 

MAGNAVOX 8-30 — 30W — 1.6 cu. ft. system, speaker complement same as 1 cu. ft. above. Price — $45.00. each post $3.50. 
With Philips Tweeter as in revised design (crossover network and prescence contro! included). Price — $9.00. extra. 

System 401. — 35W — :2 cu. ft. system, supplied with 12” rubber-surround woofer and Plessey X-30 Dome Tweeter with 2 way 
crossover network. Price — $67.50. each, post $3.50. 

System 501 — 35W.— 2.8 cu. ft. system, supplied with 12” rubber-surround woofer, 6%" mid-range, Plessey X-30 Dome Tweeter 
and 3-way crossover network. Price — $82.50. each post $4.00. 


PRE-FAB HI-FI PR(}DUCTS (a division of Pre-Pak Electronics) 718 Parramatta Rd., Croydon, NSW 


NATION-WIDE: COVERAGE FOR QUALITY ELECTRONIC COMPONENTS 
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NEW PRODUCTS 


Ferrograph Auxiliary Test Unit 


The Ferrograph Auxiliary Test Unit is designed to complement the Ferrograph 
RTS2 Recorder Test Set, so that together they form a comprehensive test 
facility for tape recorders and other audio equipment. 


The ATU is styled to match the Recorder 
Test Set (RTS) and housed in a case with 
the same dimensions so that they can be 
stacked together. However, it can be used 
with virtually any other audio millivolt- 
meter and/ or audio oscillator. 

Basically, what the ATU does is to 
provide the RTS or any other AC 
millivoltmeter and audio oscillator com- 
bination with a choice of balanced or un- 
balanced inputs for the meter and balanced 
outputs for the oscillator. In addition, input 
loading for the meter can be 8 ohms (for 
audio power measurements), 200 ohms, 600 
ohms or unloaded, which results in an input 
impedance of 50k in the balanced condition 
or 2M plus 150pF (in shunt) in the un- 


balanced condition. The balanced ter- 
mination means that measurements can be 
made with the test equipment not tied to 
“earth’’ except via the unit being 
measured. This is essential, in many cases, 
if earth loops are not to complicate the 
measurements and / or performance. 


Input and output connections are made 
via insulated banana plug sockets which 
will also take bare wire connections. These 
connections (meter and oscillator) are 
duplicated by twin 6.5mm jack sockets on 
either end of the control panel. The sockets 
are intended for the tip-ring-sleeve variety 
of jack. Either one or both of the oscillator 
output sockets may be selected by a toggle 
switch so that signals can be connected in 
any desired fashion to the stereo machine. 
Similarly, the meter twin sockets can be 
selected by a_ toggle switch for 


measurements on left or right channels. 

The jack sockets are mounted on 
removeable sub-panels, which can be 
replaced with sub-panels fitted with sockets 
to suit the user’s needs, if necessary. 

In addition to providing the variety of 
input and output termination conditions, the 
ATU also provides a number of input filters 
for the meter. For a start, it has one push- 
button for ‘“‘wideband’’ noise measurements 
and this gives a oandwidth of 30Hz to 20kHz. 
The ‘‘weighted’’ noise button brings a filter- 
into play which attenuates high and low 
frequencies and gives an order of boost to 
mid-frequencies to give a result which is 
closer to the subjective response of the 
human ear. Three weighting filters are 
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available (on different plug-in boards): 
NAB, CCIR or DIN 45405. On the review 
sample the DIN weighting filter was fitted. 

On a typical audio amplifier, the DIN 
weighting filter can give a noise figure 
lower than the unweighted figure by up to 
6dB. The weighting function also makes it 
somewhat easier to make noise 
measurements as it chops out large random 
low-frequency noise pulses. Of course, this 
can also be achieved by pushing the LF cut 
button on the RTS unit, but the weighting 
filter gives a standard test. 

The final filter function is a narrow 
bandwidth 1kHz filter which is used to 
measure effectiveness of erasure on tape 
recorders. A sharp 1kHz filter is necessary 
to eliminate hum and all other irrelevant 
noise from the measurement. Otherwise, 
the residual signal left after erasure would 
be masked by noise. The erasure 
measurement procedure is to record a 1kHz 
signal at maximum level, erase it and then 
measure the residual via the narrow filter. 

An amplifier and internal loudspeaker in 
the ATU permit aural monitoring of the 
signal being measured by the meter. This is 
very handy when making frequency 
response tests as the frequency an- 
nouncements on the tape or disc need to be 
identified. It also does away with the need 
for a separate monitor speaker. 

The remaining feature of the ATU to be 
discussed is the extra attenuator facility for 
the oscillator, which gives a greater range 
of signal control. An important feature of 
the balanced oscillator umplifier in the ATU 
is that its signal output harmonic distortion 
is of the order of 0.03 pe which is little worse 
than that of the oscillator in the Recorder 
Test Set. Bandwidth of the oscillator am- 
plifier is 30Hz to 20kHz within 0.5dB. 

Internal construction follows much the 
same format as for the companion RTS 
unit. An interesting feature is that the 
monitoring amplifier is the Plessey in- 
tegrated circuit, SL402A. 

First impressions of the two test in- 
struments in combination are that there are 
just too many pushbuttons and other con- 
trols, and that it would have been better to 
build one comprehensive unit. But after a 
period of use, one finds it easy to drive and 
flexible in operation. 

In conclusion, Ferrograph have provided 
a good all-round test instrument in the 
RTS2, at a reasonable price and with the 
option of a more comprehensive facility, 
particularly suitable for tape recorders. 

Further information can be obtained from 
the Australian distributors for Ferrograph 
equipment, Leroya Industries Pty Ltd, 266 
Hay Street, Subiaco, WA. (L.D.S.) @ 


0. T. LEMPRIERE & CO. LIMITED. Head Office: 27-41 Bowden Street, Alexandria, N.S.W. 
and at Melbourne + Brisbane « Adelaide « Perth 
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Active filters 


ACTIVE FILTERS: Lumped, Distributed, 
Integrated, Digital and Parametric, by L. 
P. Huelsman. Published by McGraw-Hill 
Book Company, New York, 1970. Hard 
covers, 160 x 235mm, 372pp, many 
diagrams. Price in Australia $15.30. 


To the majority of people experienced in 
electronics, a filter circuit is made up of a 
number of capacitors, inductors and 
resistors and is used to couple signals while 
shaping them, attenuating and so on. What 
this book does is to shed light on the new 
method of obtaining filter circuits, which 
uses active elements. By using amplifier 
elements a filter characteristic can be 
synthesised more easily and more com- 
pactly than if the conventional approach 
was taken using passive filter techniques. 

Aimed at the advanced student and the 
practising engineer, it explains the circuit 
theory behind active filter design and 
discusses the geometry and fabrication of 
integrated circuit filters. A solid 
background of electric circuit theory is 
assumed and mathematical derivations are 
given in brief detail throughout the book. 

Listing the chapter headings cummarises 


LARGEST RANGE IN 
AUSTRALIA OF 
ELECTRONIC 
AND RADIO BOOKS 


Mail orders available, prompt attention. 
See below for this month's new 
publications. 


How To Solve Solid State Circuit Troubles By 
W. Lemons $7.40 


TV Trouble Diagnosis Made Easy By Margolis 

$4.75 
Modern Electronic Trouble Shooting. By the 
Editors Electronic Technician / Dealers $4.40 
Television Interference Manual By B. Priestly 
R.S.G.B. Publication. $2.95 
The Radio Amateurs VHF Manual 8y American 
Redio Relay League $4.35 


The A.R.R.L. Antenna Book Published By 
American Radio Relay League $4.35 


Single Sideband for the Radio Amateur. 
Published By American Radio Relay League 
$4.35 


Understanding Amateur Radio Published By 
American Radio Relay League $4.35 


V.H.F.-U.LH.F. Manual By G. R. Jessop. 
R.S.G.B. Publication $5.60 


Postage 35c Local 
Postage 65c Interstate 


McGILLS 


Authorised Newsagency Pty. Ltd, 
187 Elizabeth Street, 


MELBOURNE, VIC. 3000 
Phone 60 1475 


BOOKS & 
LITERATURE 


the material covered in the book: 1 — In- 
troduction; 2 — Active RC Network Syn- 
thesis using Voltage Amplifier; 3 — Gyrator 
Circuits, 4 — Electronic Circuit Aspects of 
Active Filters; 5 — Digital Filters; 6 — 
Parametric Frequency Converters; 7 — 
Present and Future Trends in Integrated 
Circuits. 

Each chapter is rounded off with a list of 
references of further material on the par- 
ticular subject. The writing throughout the 
book is clear and concise. It must be 
regarded as an essential text for any 
designer involved with active RC circuits. 


The review copy came from the local 
office of the publisher and it is available 
from major technical and university 
bookstores. (L.D.S.) 


Microelectronics 


MICROELECTRONICS, by J. R. A. Beale, 
E. T. Emms, & R. A. Hillbourne. First 
edition 1971. Published by Taylor Francis 
Ltd, Cannon House, Macklin St, London 
WC2. Hard covers, 247 x 165mm, 310 pp, 
many diagrams and pictures. Price in 
UK, £5.50. 


The authors of this book worked together 
on the presentation of an extensive lecture 
tour both in the UK and in Australia, the 
subject being a forerunner of the in- 
formation in this book. It was then realised 
that many thousands of people were in- 
terested in this relatively new subject of 
Microelectronics, its ramifications, the 
various aspects of manufacture, and the 
possibilities of the future. 

The text of the book is aimed at the un- 
dergraduate and skilled technician level 
while providing information for the 
fraduate as well. The accent is placed on 
providing a broad background of in- 
formation, not exhaustively treated nor 
unnecessarily skimped, but in a fashion to 
provoke the desire to increase un- 
derstanding by further reading and study of 
specialised information. 

Beginning with an introductory chapter 
the book is roughly divided into three 
sections. Chapters 2-6 deal with the physical 
basis of microelectronics, treatment of 
function rather than analytical detail. The 
reader is thus prepared for a better un- 
derstanding of the manufacturing processes 
covered in chapters 7-11. The final chapters 
are devoted to applications and possibilities 
of integrated circuits. The treatment is 
broad and covers the simple and more 
complex aspects in a general way. 

There are 13 chapters, some of the 
headings being: Semiconductors. The 
manufacture of integrated slices, Circuit 
design and Linear circuits. For further 
reading and reference, a bibliography is 
included, plus a four page symbol appendix. 
The book concludes with a four page index. 

A well written concisely worded text, up 
to date and providing much worthwhile 
information. The book is copiously supplied 
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with clear illustrations and can be 
recommended to anyone wishing to delve 
into the subject of microelectronics. 
(F.J.S.) 


More on filters 


THEORY AND DESIGN OF ACTIVE RC 
CIRCUITS, by L. P. Huelsman. Published 
by McGraw-Hill Book Company, New 
Yoirk, 1968. Hard covers, 160 x 235mm, 
297pp, many diagrams. Price in Aus- 
tralia, $14.40. 


Although published six years ago, this 
book is now more useful than ever. With the 
ever-increasing availability of economy 
operational amplifiers and integrated 
active filters, the book is an essential 
reference for modern circuit design. 

As the name implies, an Active RC circuit 
is one comprising resistors, capacitors and 
one or more active devices but no in- 
ductances. It is possible to synthesise any 
RLC filter function with an active RC cir- 
cuit. This fact has become extremely im- 
portant over the past few years. Not only 
does it avoid the cost, weight and non- 
linerarity of inductors, but it can be applied 
to integrated circuit technology which does 
not allow the use of inductors 


Listing the various chapters would not 
indicate the material covered. Suffice to say 
that the book is aimed at engineers with a 
solid background of electronics and elec- 
trical circuit theory. As such, it is a very 
handy text, as noted above. 

Our review copy came from the local 
office of the publisher and it is available via 
major technical and university bookstores. 
(L.D.S.) 


Data handbook 


ELECTRONICS DATA HANDBOOK, by 
Martin Clifford. Second edition 1972, 
published by Tab Books, Blue Ridge 
Summit, Pa, USA. No 118 of a series. Soft 
covers, 215 x 138 mm, many formulae and 
diagrams. Suggested price in Australia 
$6.15. F 
Everyone in the electronics business has 

a basic fund of knowledge particular to his 

own activities, which he would like to see in 

book form. Many attempts have been made 
to achieve this goal, but all tend to fall short 
because our requirements vary so 
widely. This book is another attempt at that 
problem and a very good one too, but natur- 
ally the contents are limited in depth and 
scope. It does however take the reader from 
elementary details through to AC theory 
with a variety of explanatory information. 
Several of the chapters deal with solid 
state devices, antennas and transmission 
lines, TV and measuring equipment. All 
these subjects have been dealt with else- 
where at some length, but it is refreshing to 
have them included in this type of publica- 
tion, There is the usual chapter dealing with 
charts, tables and lists of details but some 
attempt has been made to gather together 
the more useful and needed type of data. 
All this information is written in an easily 
read style, and could be a useful addition to 
the workshop bookshelf, for reference or 
brushing up on that point in doubt. 


Our review sample came from the local 
distributor, Grenville Publishing Co. Copies 
should be available from all large technical 
bookstores. (F.J.S.) 


NEW BOOKS 


JUST A FEW OF THE THOUSANDS ALWAYS 
IN STOCK. CALL IN OR WRITE GIVING YOUR 
REQUIREMENTS. All books reviewed in 
‘El ’ can be ordered from us 


JUST RECEIVED 
HOW TO LISTEN TO THE WORLD 


New 7th Edn.: $4.40 
RADIO AMATEUR’S HANDBOOK 
1973 A.R.R.L. $6.95 


WORLD RADIO & TV HANDBOOK 
1973 (Complete Guide to World’s 
Short-Wave Stations): 


A.R.R.L. ANTENNA BOOK 
A.R.R.L. RADIO AMATEUR’S V.H.F. 


MANUAL $4.35 
AMATEUR RADIO TECHNIQUES — Pat 
Hawker (RSGR) $6.05 


COIL DESIGN AND CONSTRUCTION 
MANUAL: $1.00 
COLOUR TV SERVICING —Gordon King $14.85 
COLOUR TV THEORY — Hutson $10.80 
ELECTRIC GUITAR AMPLIFIER 

HANDBOOK $6.95 
GENERAL ELECTRIC SEMICONDUCTOR 

DATA BOOK : 
HI-Fl AND TAPE RECORDER HANDBOOK — 

Kin: $6.80 


9 

HI Fl IN THE HOME —A music lover’s guide to 
high quality sound reproduction $6.80 
MAKING TRANSISTOR RADIOS — A Begin- 
ner’s Guide $3.50 
PAL RECEIVER SERVICING BY D. J. Seal 
— Anew book! Profusely illustrated 

in colour, highly recommended! $11.90 
PHILIPS POCKET BOOK 1973 — Data on all 
Tubes, SCs, ICs, components, etc. $2.00 
PHILIPS APPLICATION BOOKS: 
BUILDING HI-Fl SPEAKER SYSTEMS:) 
AUDIO AMPLIFIER SYSTEMS: $3.45 
FIELD EFFECT TRANSISTORS: 
PIN POINT TRANSISTOR TROUBLES 

IN TWELVE MINUTES $7.35 
RADIO & ELECTRONIC LABORATORY HAND- 

BOOK SCROOGIE. New 8th Edition $15.00 
RADIO VALVE AND TRANSISTOR DATA 
9/e — Characteristics of 3000 Valves and 
Cathode Ray Tubes, 4500 Transistors, Diodes, 
Rectifiers and Integrated Circuits $2.65 
R.C.A. SOLID STATE POWER CIRCUITS $8.50 
R.S.G.B. RADIO COMMUNICATION 


HANDBOOK $13.76 
TRANSISTOR AUDIO & RADIO CIRCUITS, 
Genuine Mullard circuits $3.50 


TV SERVICING GUIDE Arranged by 
Trouble Symptoms — Deane & Young. 
Our best seller! > 


MAIL ORDERS BY RETURN. . . PLEASE ADD 
70c per parcel postage (Vic), $1.00 per parcel 
interstate. 


TECHNICAL BOOK & MAGAZINE CO. 


295-299 Swanston St. 
Ph.663 3951 MELBOURNE 3000. Ph. 663 2849 


Servicing solid state 


HOW TO SOLVE SOLID STATE CIRCUIT 
TROUBLES, by Wayne Lemons. First 
edition 1972. Published by Tab Books, 
Blue Ridge Summit, Pa, USA. Soft 
covers, 137 x 215mm, 304pp, many circuits 
and diagrams. Suggested price in 
Australia $7.40. 


Beginning with a short recap on transistor 
theory and operation, the reader is then 
presented with groups of similar circuitry 
in each chapter. The chapter begins with a 
short outline of the circuit function followed 
by normal and abnormal conditions of 
operation. Suggestions of faults and 
methods of correction are then provided. 

The review copy came from Grenville 
Publishing Co. Copies should be available in 
all technical bookshops. (F.J.S.) 


“Electronics 
But how dol 


Collier Macmillan Schools will 


switch you onto a great career. 
Maybe you’ve always leaned towards a career 

in Electronics. You know the rewards are high. 
But you’ve never known how to go about it— 
where to get the specialized knowledge and 
expert qualifications necessary. Our Home Study 
Programmes can give you the sort of skills 

that are so much in demand these days—in 


electronics or dozens of other fields. 


If you’re willing to spend a few hours of your 
leisure time in return for a successful, highly 
paid future, Collier Macmillan Schools can help you. 
Why not send the coupon now for more details 
of‘our courses. There’s no obligation and 


no representative will call on you. 
Send the coupon. It could be your 
first step towards a brighter future. 


Collier Macmillan Schools 


CNA 


North Sydney, NSW 2060. 


List of Courses available: 


Electronics, Radio & TV 
Introductory 
Electronics 
_Introductory Radio 
Radio & 
Electronics 
Radio Servicing 
Maintenance & 
Repairs 
Electronic & Radio 
Engineering 
Principles of 
Electronics 
Computer Electronics 
Television Servicing 
Colour TV Receiver 
Servicing 
Transistors 
Communications 
Amateur Operators 
Certificate 
Aircraft Electronics 
Telecommunication 
Technicians 
Telephony 
Management 
Techniques 
Introduction to 
Computer 
Programming 
Automatic Control! 
Electronic Data 
Processing 


Operational Research 
Personnel 
Management 
Advanced 
Management 
Production 
Management 
Production Eng’g 
Advanced Prod. 
Eng’g 
Works Management 
Foremanship 
Quantity Surveying 
Materials Handling 
Marketing 
Marketing 
Marketing 
Management 
Sales Management 
Miscellaneous 
Tech'l 
Natural & Synth. 
Rubber 
Petroleum 
Technology 
Plastics 
General Education 
Uni. of London G.C.E. 
English Language 
Mathematics 
Improve Your English 
General Education 
Foreign Languages 


Network Planning Writing 
Numerical Control Fiction 
of Machine Tools Articles 
Writing for 
Children 
Reporting 
Post this coupon TODAY. 


Practical Arts 
ye h 
jotogra 
art phy 


Music. Piano, Guitar 
Mechanical 
Engineering 

Diesel Engines 

Maint’ce 

General Mech. 


Eng’g 
Advanced Mech. 

cane 
Maintenance 


ngs 
Boiler Insp. & 
Operation 
es en tall 
ng’g Metallur. 
Retr. Serv. rad 


aint. 
Miscell. Professional 

Council of Eng’g 
Inst’s (C.E.1.) 
Examinations 

Aust. Inst. of Travel 
(A.1.T.) Exams. 

Aust. Chamber of 
Ship’g Examinations 

Inst. of Automotive 
Mechanical Eng’rs 

Soc’y of Engineers— 
Civil—Mech.— 
Elec.—(A.M.S.E.) 


Exams 
2nd Class M.0.T. 


ar. 
Electrical Eng’g 
Gen. Electrical Eng’g 


Collier Macmillan Schools 


Incorporating British Institute of Careers and British Institute of Engineering Technoiogy. 
Australia: College House, 113 Pacific H’way, 


New Zealand: 46 New North Road, Auckland C3. 


Elec. Instal. & Wiring 
Advanced Elec. Eng’g 
Automobile 
Gen. Automobile Eng’ 
Practical Motor Eng’, 
Serv. Station 
Manage’t 
Aeronautical 
General Aero Eng’g 
Airframes 
Aircraft Engines— 
Piston—Turb.—Jet 
Civil & Constructionai 
a aa 
nid jae & Levelling 
Civil nee 
Civil & Municip. Eng. 


Geology 

Air Conditioning 
Road Eng’g & 
Construct. 
Structural En 


@ "g 
Building & Architecture 


General Building 
Air Conditionin 
Arch. Drawing 
Design 
Architecture 
Basic Architecture 
Carpentry & Joinery 
Draughtmanship 
Technical Drawing 
Adv'd - 
Draughtsmanship 
Mechanical Eng’g 
Design 
Elem. Draughtsmanship 


Many other 
courses available. 


Dept. 44-06-4 


Pe Sn coluet MardiianGohods ‘vahiket 


iO/\ 


Please send me the appropriate Career-book without obligation. 


Australia: College House, 113 Pacific H’way, N. Sydney, NSW 2060 
New Zealand: 46 New North Road, Auckland C3. 


representative will call. 
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New All 


Silicon 

30 / 60W PA 

PORTABLE Clearly coded for easy assembly. Ac 
AMPLIFIER mediate despatch 


12.16V, two inputs, SMV and 100mV 
Dimensions.62In Wx 3¥%ain H x BV2iIN D. 15 
onm output, No 7630, $62. For 125, 250, 500 
ohm output, No 763A, $64. For 240V 
operation $33 extra. 

10W PA amplifier similar to above, 4 ohm 
output, 240V operation, No 729D, $45. 
Freight extra. 


®@ Specials to your drawing 


@ Phenolic or fibreglass gold or t 


® Add 20c postage 
All printed circuits for EA, R & H, 
LATEST PC's 847 72/6C 


CD IGNITION COIL 830 72/R2 $2.50 / 
rather comes | flys Bee 
Ail ether comecnenie Belvoir fin auc 795 E1025 $2.50 835 72/13 


all other components. Polyester film layer 
insulation. Connected and tested. For 
standard distributor, No 787; for photo cell 
gisicibutor. No 786. $8 each. Postage 20c 
each. 


a 


j 


836 72/MX6 $2.50 874 £1520 


4 TRANSISTORS—HIGH 


R.C.S. COMPLETE SENSITIVITY 


DO-IT-YOURSELF 
KITS 


Peak reception 
Low: price. No ex 
pensive test uip 
ment Everything 
fits. 1964 RF Trans 
porta 7 


Complete kit — No 640 $43.50 nl 
Portable car radio. Identical to 640 above. 


Plus extra switch and car coil, etc. No. 642 
$46.00 


vv 


Postage $1. . 
With output transistor P 


ge 
(Write for booklet on 640 and 642.) 


Postage 10¢c each. Wrife for data. 
COILS and IFs 455KHz 


Aerial, RF, OscandIiFs $2.20 
Ferrite aerial $2.50 R Cc S 
No. 265 Universal tape Osc coil e owe 


$6.50 
Postage 10c. Write for details and price. 


IF YOU ARE DESIGNING A LASER INTO A PROJECT 
OR SYSTEM, CONSIDER CAREFULLY THE PLASMA 
TUBE LIFETEST DATA. . . AND IF YOU ARE BUYING 
A SYSTEM, BE SURE THE PLASMA TUBE IS MADE 
BY SPECTRA PHYSICS. 

WE AT LASER ELECTRONICS USE THESE TUBES IN 
MANUFACTURE. YOU TOO CAN USE THEM FOR THE 
SAME REASON AS WE DO — FOR THEIR VERSATILE 
TROUBLE FREE FEATURES. 


e SELECTION: 


’ 


Power outputs 0.5mW to 
50mW in the red end of 
the spectrum (6328A); 
spatial mode TEMoo or 
multimode; polarised or 


random; various con- 
figurations. 
e SIMPLICITY: Internal mirrors, easy 


mounting, no alignment 
or adjustment, simple DC 
input power. 

Plasma tube lifetime 
typically exceeds 12,000 
operating hours. 


e@ RELIABILITY: 
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ALL PRINTED CIRCUITS 
SINCE 1960 now available 


@ Accurately machine printed and etched 


®@ Special manufacturers packs of 10. 
@ Order direct or write for blueprints list 


896 71/SA4A $2.50 


HI-Fl BROADCAST TUNER UNIT 


RF, mixer, |F power detector. Adjustable aerial coupling with 461 
Dial, knobs, switch pot and whistle filter. Can be altered to 8, 9, 10 or 
11kKHz. Complete as illustrated no. 474D, $35 + Freight $1.50 


curate to size. With parts list. Im 


in plated 


ET, Philips and Mullard project: 


$2.50 , 
873 73/C12 $3.80 


$2.50 875 73/P11 $2.50 
$2.80 876 73/TU11 $2.50 
$3.00 877 ETI801a $3.00 


878 ETI601le $3.50 


CMe |. 


$4.00 


TOW STEREO 


MULLARD 
10 + 10W RMS 
ROTECTION. Frequency 


NEW TRANSISTOR PREAMP KIT tei gh sa dal ts peartn ne ee tay FY an 

LOW IMP inpui. 2irans-a7zc "$7.00 Wired and tested, Nov «80D 379.00 85372/EA M12 $250 864 73 S6 $1. 

; . i ire n sted, i s . 

Wired ready tor use 6720 $8.50 Cabinet as illustrated extra $10.00 850 ET 0344 $2.60 865 73’ TU7 

HIGH IMP, 2 trans, 680C $7.00 Magnetic pickup preamp, No. 762D extra $11.50 858 FA 73’ 3c $250 866 ET 414D f 

Wited ready 06: use, Seo $8.50 Inputs Be runes win bad ter ee genta oe 859 ET 518 $2.00 867 ET 309 

ilicon, i Wri rochure. special Sa a - i 

Wintec ae ee éamo, ring ES si iio 860 EA 73/01 $1.50 368 ET 417 — $1'50 


HELIUM-NEON LASER TUBES 
FOR LASERS AND LASER PROJECTS 


%’amW cold cathode laser tube. Cat No 060-4. 


IF YOU WANT TO 


POWER CLUB, WE CAN PROVIDE ARGON 
LASER TUBES AND LASERS FROM THE 


SAME STABLE. 


FOR FULL INFORMATION, CONTACT: 
LASER ELECTRONICS PTY LTD 


ic 
s Eas 


NEW STEREO MAGNETIC PRE-AMP 
Hum free, 5mV input, 250mV out. Size 3in x 
2in x lin. Wired ready for use. No. 762D 
$12.00. Post 10c. 


Oe 


NOISE FILTER 

for radio and TV 
No. 27 line filter, 2A $9.00 
No. 29, 10A. No 29B, 20A 


line filter $35 
No. 30 pulse filter, 2A 

$12.00 

No. ll aerial filter $4.00 


Order direct. Pack and post $1.00. 


ee ee Riel ciety 

CRYSTAL, CERAMIC STEREO 
PRE-AMP 

In 80mv., out 250mv. Bass and 

treble 20db. 

Part No 722C — $26. 

Part No 722D — $28.Wired ready for use. 

Plus Post 80c. 


NEW BASS BOOST 
4-TRANSISTOR STEREO AMP 


Unity Gain: 

400Hz, 0dB Connect between your 
100Hz, 5dB Preamp and main amp 
SOHZ, 90dB No. 791D, $11.00. 

30Hz, 14dB Postage 20c. 


WHISTLE FILTERS 
Part No 128, 8/ 10KC, Top Cut, $4 
Part No 129, 10KC, Notch, $5 
Part No 130, Converter transformer, $3.50 
Plus Post 20c 


LATEST PRINTED CIRCUITS 
Post 20c 


DIAL KIT: Playmaster 138 $4.50. Post 20c. 


Order by mail. Cheque or Money Order (add postage) direct to: — 
RADIO PTY. LTD., 651 FOREST ROAD. BEXLEY, N.S.W. 2207. 587 3491 


MOVE INTO THE BIG 


PO Box 359, 
SOUTHPORT, QLD 4215. 
Telephone: 32 1699. 
Telex: 41225. 


AMATEUR BAND 


NEWS & NOTES 


by Pierce Healy, VK2APQ 


WIA Youth Radio Club Scheme 


This month we feature information on the Wireless Institute of Australia 
Youth Radio Club Scheme, which offers basic training in radio and electronics 


to those interested in these subjects. There are also some interesting in- 
ternational news items relating to amateur radio. 


The widely acclaimed Youth Radio Club Scheme 
(YRCS), adopted as a Wireless Institute of Australia 
activity in 1962, is operated on an entirely voluntary 
basis by a relatively small number of amateur 
operators, school teachers and others interested in the 
welfare of the youth in the community. Currently, the 
number of school students and teenagers wishing to 
learn about radio and electronics is greater than the 
instructors or club leaders can handle. This has had a 
retarding effect on the expansion of the scheme in 
some areas. 


The objects of the scheme are:— 

(a)To develop in young people an interest in radio and 
electronics as a vocation or worthwhile hobby. 
(b)To provide students with a hobby which will fein- 
force their school activities in science and 

mathematics. 

(c)To assist leaders and instructors of youth radio 
clubs and non-club participants by providing ready 
made programs of activity. 

(d)To co-ordinate the activities of youth radio clubs 
and non-club participants, and to promote co-opera- 
tion and exchange of ideas among club leaders. 

(e)To co-operate with schools and youth organisations 
in fostering youth radio clubs. 

(f)To give encouragement and recognition to club 
members and non-club participants who attain 
certain specified standards of skill. 


A series of proficiency certificates has been 
developed to give a form of recognition to members 
who develop their knowledge to the standards 
specified. Certificates are graded at the following 
levels :— 

(1) Elementary, (II) Junior, (III) Intermediate, (IV) 
Senior, (V) Advanced. 

These certificates are awarded in three grades, 
based on marks in written examinations. From 70 pc to 
79 pe is a ‘Pass Grade”’, from 80 pc to 89 pe a “Credit 
Grade", and from 90 pc to 100 pc is ‘‘Honours Grade”’. 

For each certificate candidates must construct, to 
satisfactory standards of workmanship, various pieces 
of equipment. Many clubs arrange kits to be available 
at a reasonable cost to members. 

“Safety First” is emphasised very strongly from the 
outset. Projects for the Elementary and Junior Cer- 
tificates must not be operated from the power mains. 
Construction of power mains operated equipment for 
the Intermediate and higher certificates may only be 
undertaken when written permission has been 
reveived from the candidate’s parents. 

The certificates in several of the examination levels 
are readily accepted by prospective employers, as a 
positive indication of an applicant's aptitude. 

Over a period of years many students have gained 
positions in the PMG’s Department, the Department of 
Civil Aviation, the Overseas Telecommunication 
Commission and an increasing number of industrial 
organisations. 

The scheme is organised by a supervisor in each 
state and the overall project by a federal co-ordinator 
assisted by a federal secretary. 

Further details may be obtained from the following 
officers: — 

Federal Co-ordinator: Reverend R. Guthberlet, 3 Hay 
Street, Kardina, SA 5554. 

Federal Secretary: J. Flynn, 30 Sharp Street, Belmore, 
NSW 2192. 

State Supervisors: 

New South Wales: K. Watson, PO Box 59, East 
Maitland. 

Victoria: Reverend Bro F. H. Whittom, St Johns 


College, 204 Churchill Avenue, Braybrook 3019. 
South Australia: A. Dunn, 18 MacKinlay Avenue, 
Elizabeth Downs, 5113. 

Western Australia: N. Hyde, 67 Hennessy Avenue, 
Orelia, 6167. 

Queensland: P. Aldred, 15 
Morringside 4170. 

Tasmania: R. Emmett, PO Box 49, South Launceston, 
7250. 

Correspondence Section Supervisor: W. Tremewen, 34 
Flower Street, Ferntree Gully, Victoria 3156. 

Notes on affiliated club activities are published each 
month in these notes. The official YRCS newsletter is 
“Zero-Beat”’, edited and published every two months 
by A. W. Grove, 6 Truman Avenue, Salisbury East, SA 
5109. The subscription rate is 60 cents per year post 
paid, starting each February. 

Commenting on the future for the YRCS, the federal 
co-ordinator, Rev Bob Guthberlet wrote: 

“As we enter another year I would express my 
thanks to all state supervisors, club leaders and 
members with my hope that 1974 will mark signal 
progress in the scheme. 

“With the acceptance of novice licensing we are 
looking forward to receiving the format of this new 
activity. The syllabus committee under the chair- 
manship of Rex Black, VK2YA, has been planning our 
future teaching aids. It is anticipated that their 
recommendations will be presented to the next con- 
ference of YRCS supervisors. 

“Regarding the latter, arrangements are in hand to 
convene at Maitland, NSW towards the middle of 1974. 

“Statistical forms were sent to supervisors during 
November. When they have been compiled we are 
expecting they will show an increase in membership 
and activities. To this end, I see the coming year as 
another step forward in consolidating the aims and 
ideals of the YRCS. My best wishes to you all, for a 
happy and fruitful New Year.” 


QUEENSLAND 


A new state supervisor, Phil Aldred, VK4CA, has 
been co-opted for the YRCS in Queensland. Anyone 
wanting details of the scheme, or able to assist in the 
formation of a club, should write to:— P. Aldred 
VK4CA, 15 Monmouth Street, Morningside 4170, or 
‘phone 99-2995. 


Monmouth Street, 


VICTORIA 


The YRCS in Victoria has a new state supervisor, 
Frank Whittom, VK3BAN, who took over from Ken 
McLachlan on ist October, 1973. At present there are 
approximately 30 member clubs in Victoria, but as the 
list is incomplete, all member clubs are requested to 
contact the state supervisor as soon as possible. Clubs 
who wish to become members may do so by writing to 
the state supervisor. 


St John’s College Radio Club 


Frank Wittom, VK3BAN, has been club leader of the 
St John’s College Radio Club since 1970. Originally the 
SJCRC was started by Dr Plummer, who was 
associated with the introduction of YRCS activities in 
Victoria. 

Apart from Frank, the club has another licensed 
member, Kevin Baker, VK3BKR. Several members 
are studying for the AOCP examination. 

In 1973, nine members obtained the YRCS- 
Elementary certificate, ten the Junior certificate, 
four the Intermediate certificate and two the Senior 
certificate. 

The club station, VK3BSJ is quite active, taking part 


vueuuuoopenenenenceuaunenenscccnnenonannannounceecensvv4suvoounneneenasennusoonecace ees nnassnannennonnvnnsennensnntocuva ta ecennennnnanenonerecensoenennssentaeceannnssnvorasevensemanensvovessssuesennroneg vents 


Radio clubs and other organisations, as well as individual amateur operators, are cordially in- 
vited to submit news and notes of their activities for inclusion in these columns. Photographs 
will be published when of sufficient general interest, and where space permits. All material 
should be sent direct to Pierce Healy at 69 Taylor Street, Bankstown, 2200. 


in the Remembrance Day Contest and the Jamboree- 
on-the-Air. At present club members should be on a 
“radio Safari’ to Western Australia and will be 
pleased to make contact with amateurs while 
operating VK3BSJ mobile during the trip. Operation 
will be on 3.670MHz, 7.070MHz and 14.160MHz, SSB . 
The safari was to leave Melbourne on 27th December, 
1973 and the itenerary for January was:— 
1-1-74 Adelaide to Whyalla via Port Augusta. 
2-1-74 Whyalla to Ceduna. 
3-1-74 Ceduna to Eucula. 
4-1-74 Eucula to Norseman. 
5-1-74 Norseman to Albany. 
7-1-74 Albany to Perth. 
10-1-74 Perth to Geraldton. 
12-1-74 Geraldton to Perth 
14-1-74 Perth to Norseman 
15-1-74 Norseman to Ceduna. 
17-1-74 Ceduna to Whyalla via Port Lincoln. 
19-1-74 Whyalla to Broken Hill via Port Augusta 
21-1-74 Broken Hill to Shepparton via mildura 
22-1-74 Shepparton to Melbourne. 

During the trip inspections will be made of places of 
particular interest. 


WESTERN AUSTRALIA 

There are six schools involved in the YRCS in 
Western Australia. These are:— Perth Modern School, 
Churchlands Senior High School, Bunbury Cathedral 
Grammar School, Hamilton Senior High School, 
Aquinas College and Wesley College. These schools 
have produced 91 Elementary level passes, 31 Junior 
and 8 Intermediate. State supervisor Norm Hyde, 
VK6NH, says the teachers in all of the above schools 
have made outstanding efforts. 

The Hamilton Senior High School and the Perth 
Modern School have electronics as an optional subject 
in the Achievement Certificate, and the Western 
Australian Board of Secondary Education have ac- 
cepted the YRCS syllabus as the basis of the course. 

Norm Hyde, who took over the supervisor's task in 
June 1973, says the most disappointing aspect of the 
past six months has been the larger number of letters 
from individual students, Scout, Police and citizens 
groups, who wish to take part in the scheme but cannot 
obtain help from local amateurs or teachers. However, 
he foresees that before long a committee will be for-. 
med to promote the scheme to those who may be able 
to assist as club leaders. 

Anyone willing to assist is invited to contact: N. 
Hyde, YRCS Supervisor, 67 Hennessy Avenue, Orelia, 


WA 6167. 
NEW SOUTH WALES 


During 1973, Kev Watson, VK2BLW, president of the 
Maitland Radio Club, took over the task of NSW, YRCS 
supervisor. Kev prepares a YRCS news sheet for all 
YRCS clubs in NSW. This news sheet covers club ac- 
tivities and items of general interest and assistance to 
club leaders and members. The November issue 
requested all club leaders to forward details of their 
club’s activities in order that the overall progress of 
the YRCS in 1973 may be recorded. Constructive ideas 
and comments will be given the fullest attention. 

Another point emphasised by Kev is:— 

“the total membership of your club has nothing 
to do with the importance of the work you are doing. 
Even if you have only one member studying for the 
certificates you are just as important and valuable to 
the YRCS as any larger group you may know of.”’ 


Westlakes Radio Club 


Westlakes Radio Club progress during 1973 is 
reported by club secretary, Eric Brookbank, VK2ZOP. 

“The year 1973 will go down as a mile-stone in the 
progress of the Westlakes Radio Club. After 
operating under many temporary arrangements for 
eight years, the club was able to obtain its own 
premises. 

“Over a period of eight months, land was obtained 
under lease from the local council. Bank finance was 
obtained, and several members covered the loan. 
Concentrated publicty was given in the club's ‘Monthly 
Newsletter’ and support from many sources was most 
gratifying. 

“The appeal, known as the ‘Re-location Fund’ was, 
by the end of 1973, over the $1000 total. The theme used 
was the catch-phrase ‘Just a drop in the bucket’. The 
most outstanding donation was $500 received from Mr 
W. S. (Bill) Otty VK2ZL, posibly Australia’s old2st 
licence holder. In November, a building was tran- 
sported from its original site at Dora Creek and placed 
on the leased land. Working-bees have made it a centre 
of activity. 

“Class progress during 1973 has not been altogether 
satisfactory, due to temporary lecture areas, lack of 
work benches and the absence of some teaching staff. 
The devoted assistance of lecturers Jamie Campbell, 
David Crofts and lan Cameron, who are all high school 
students, have been the mainstay of the YRCS classes 
throughout 1973. Attendances were excellent. Beside 
the adult members there were 48 YRCS members 
enrolled over the year. 
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ELECTRIC CAR FAN 


Latest model electric car fan, 
which plugs into the cigarette 
lighter on your car; has 4” blades. 
The base acts as a suction cap to 
fix it to your dash; also bracket 
for mounting on wooden base. 
Available for 6 volt and 12 volt 
cars. Specify the voltage required 
when ordering. 


Packed and posted $4.75. 
Complete with wire & plug. 


Order now, limited stocks 


1973 MODEL 
RECORD UNIT 


“Ambassador” 4 speed 16, 33, 45, 
& 78 rpm stereo phono unit, 
complete with Ronette pickup. 
Stereo ceramic cartridge and 
stylus for LP and 78 records. 
Packed ready to mount with 
screws and template for in- 
stallation. 


Instructions for connecting to 
amplifier or radiogram. 
240V AC mains operated. 


Posted NSW $16.50. 
Posted Interstate $17.00. 


Reduced from $25.00. Special 
Offer 


Order now, limited stocks. 


TAPE RECORDERS AT DISCOUNT PRICES 


Book type Solid State tape recorder, operated by 2 
torch batteries. Mike Records, plays back, erases 
automatically. Size 10%" x 6%" x 1%”. Complete 


with mike and tape $19.75. Post and packing 75c. 
When closed looks like 9 book 


225 feet 50c. 


3” REELS 
450 feet 80c. 


Tape Recorder TC-3000 battery operated model with 
mike and remote switch and tape $32.75. With A.C. 
adaptor for 240V operation. $45.00 complete. 
Packed and posted. 


AD COVER 


TAKE UP REEL : LUME-CONTROL KNOB )MICROPHONE 
me RECORO LOCK BUTT | 
SUPPLY REEL 


REMOTE SWITCH 


3a’ REELS 
OF TAPE 
200 feet 50c 
300 feet 75c. 


400 feet $1.00 


RADIO HOUSE PTY. LTD. 


306-308 PITT STREET 61-3832 26-2817 
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760 GEORGE STREET SYDNEY. 211-0171 


AMATEUR NOTES 


“Members are very keen to get the new club 
premises occupied and are devoting every spare 
moment to the task. With materials stored since 1972, 
workshops, lecture rooms, library, canteen, store and 
office areas are being set up. 

“After a long hard struggle, 1974 should see the 
Westlakes Radio Club reaping the reward of having 
premises it can call its own. 

“The club has proven its motto — ‘Progress through 
Activity’ — the hard way.” 


Parramatta Marist High School Radio Club 


The Parramatta Marist Brothers High School Radio 
Club was established in 1968 by Rev Bro Cyril, who is 
still the club leader. The averate roll-call over the past 
six years has been twenty. The club also has had three 
members from outside the school. 

Certificates gained during 1972 were:— Elementary; 
29 honours, 14 credits and 8 passes. Junior; 4 honours, 5 
credits, 3 passes. Practical projects ranged from 
simple to complex, several items providing equipment 
for the physics laboratory. 

The club station, VK2ACQ, was established in 1973, 
using an AM transmitter donated by Ted Behrmann, 
VK2ED. The gratitude of the club is also extended to 
John Lark, VK20A and Charlie Sims, VK2ABF for 
their encouragement and guidance. 


Maitland Radio Club 

Between 70 and 80 persons attend the technical in- 
struction classes each Tuesday and Friday nights 
when the club is open for general activities. 

Classes include two elementary classes for begin- 
ners, two junior classes, an intermediate class, an 
AOCP class for advanced members, two Morse code 
and two practical work classes. 

In addition social evenings and outings are held, and 
a well appointed club theatrette is available. 

Club members take part in local events such as the 
Maitland show, municipal functions, Royal Newcastle 
Aero Club's ‘Aviation Expo 73” and the like. 

The club’s activities are given excellent publicity in 
the local newspaper the “‘Maitland Mercury”’. 

Public figures, including the local members of 
parliament, the Mayor of the City of Maitland and 
Inspector of Police give their support to the aims and 
work of the MRC. 

The patrons of the club are Sir Allen Fairhall and Dr 
R. H. K. MeKerihan. 

Theatrette and class room equipment has, in the 
main, been constructed and installed by members. 
Several donations of equipment have been received, 
including an emergency lighting unit which was 
overhauled and installed by members. This allowed 
club activities to continue during the power restric- 
tions that affected the state. 

The committee, headed by Kev Watson, VK2BLW, is 
planning further extensions and facilities during 1974. 
Visitors are always welcome. For full details write or 
telephone the secretary, Allan Watson, PO Box 59, 
East Maitland, telephone Maitland 37 2282. 


WIRELESS INSTITUTE ACTIVITIES 


The Victorian division broadcast on 18 November 
1973 advised that discussions had taken place between 
the WIA federal executive, senior officers of the 
Australian Broadcasting Control Board, and the Radio 
Branch, PMG's Department. Matters discussed in- 
cluded interference problems likely to be associated 
with colour TV, and FM broadcasting frequencies. 

In the reference to FM broadcasting, the band 
420MHz to 450MHz, allocated to amateurs as a 
secondary service, was discussed. According to the 
broadcast a suggestion was made that the amateur 
service be restricted to exclusive use of a small 
segment of that band. 

Arising from the discussions, federal executive 
requested the formation of a committee to investigate 
and collate information on amateur activity within that 
band. This information may be used in further 
discussions on the amateur status between 420 and 
450MHz. 

It was emphasised by federal executive that the 
matters could not be left for discussion and decision at 
the federal convention in Sydney during Easter 1974. 

All divisions of the WIA were asked to consider 
points raised in federal executive correspondence to 
federal councillors 

Points of interest relating to amateur use of what is 
termed the 432MHz band are:— 

420MHz to 431.95MHz — amateur television in 
Australia. The national video carrier frequency is 
426.95MHz. 440MHz is also used. , 

432.05MHz to 432.75MHz — general communication 
channels using SSB, AM, CW and FM. 

435MHz to 438MHz — allocated by the International 
Telecommunication Union for use by the armateur 
satellite service. 


VICTORIA 
Geelong Amateur Radio-TV Club 


Notes by Daryl St. John, VK3AQR, in the November 
issue of the Geelong Amateur Radio & Television 
Club’s ‘‘Newsletter’’, suggest that Geelong is ideally 
situated for predicting VHF DX openings. 

The article ‘Using TV stations for VHF band 
openings” summarises observations of propagation 
effects on signals from TV stations in Adelaide, Central 
NSW, Wollongong, Queensland, Tasmania and New 
Zealand. 

Observations indicate that VHF DX on both 52MHz 
and 144MHz is possible when TV signals are received 
from the areas mentioned. 

Helped by this knowledge, a number of DX contacts 
on those bands have been made from Geelong. 

Subscription to the GARC Newsletter is $1.20 per 
year postage paid. 

Full details may be obtained from the Secretary, 
Geelong Amateur Radio and Television Club, PO Box 
520, Geelong, Vic 3220. 


Following last month's 
144MHz E-M-E report, here 
is a picture of Chris Skeer, 
VK5MC who worked 
W6PO and VE2DFO. Chris 
first heard his own signal 
echoes on November 24 
1972. His first E-M-E 
contacts were with W6PO 
and VE7BQH on March 13 
1973. These were bettered 
by those reported last 
month. 


NEW SOUTH WALES 
Central Coast Amateur Radio Club 


The Central Coast Amateur Radio Club has released 
program details for their 17th Annual Field Day, 
Gosford Showground, Sunday, 24th February 1974. 


Those who attended the 1973 field day will recall that 
the crowd of over 400 had a most enjoyable time. There 
is plenty of shelter at the showgraound. 


The program for 1974 includes something for 
everyone, with a scramble on HF, 6 metres and 2 
metres. Foxhunts, mobile, pedestrian, and talk-in 
hunts on two and six metres. There will be throwing 
competitions for the ladies, plus quizzes and special 
events for the children. A visit to the famous Worrell 
Reptile Park has also been arranged or visitors may 
take a bus tour of the area. The usual trade displays 
will be present and other attractions have been 
arranged, including the “degassing” of 80's. 

Arrangements have been made for visiting amateurs 
to see over the CCARC rooms and station on the 
Saturday evening prior to the field day. Local mem- 
bers will be at the station from 7.00pm to entertain 
visitors. Those who need directions should use the 
channel 1 repeater to contact a member. 

It has been decided that the registration fee for 
pensioners will be $1.00 upon production of their social 
security medical card. 

Once again, the disposals section will operate. This 
service has grown so big over the years that the system 
of lodging items for sale has been re-organised. Those 
wishing to submit items should write to the secretary, 
Barry Gibbins, PO Box 238, Gosford, NSW 2250, ad- 
vising the number of items so that lot numbers can be 
allotted. Full instructions and lot numbers will be 
forwarded to the sender. 

Note the date in your diary now, 24th February, 1974. 

Full program details will be given in next month's 
notes, or may be obtained by writing to the secretary, 
CCARC, PO Box 238, Gosford, NSW 2250. 


Illawarra Branch 


A card has been received from OE6AF ot Graz, 
Austria, stating that he is ready for E-M-E (Moon- 
bounce) tests. Additional informdtion on the equip- 
ment OE6AF will use for the tests has been requested. 

During the past weeks the antenna dish, supporting 
steelwork and cubicles have been grit blasted and 
spray painted by a contractor. Lyle, VK2ALU, com- 
ments that it is ‘“‘A nice shade of jungle green, 
which is the only colour available in the special 
protective coating available. At least it blends with the 
background.” 

The Illawarra Branch meets on the first Monday of 
each month at the Wollongong Town Hall Committee 
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Room at 7.30pm. Visitors welcome. 
Further details from the secretary, Ian Bowmaker, 
VK2ZJA, PO Box 110, Dapto, NSW 2530 


JOHN MOYLE MEMORIAL FIELD DAY 


Amateurs and short-wave listeners throughout 
Australia are invited to participate in the WIA ‘‘John 
Moyle Memorial National Field Day.’’ This contest has 
been sponsored by the WIA for more than twenty 
years. Since 1964 it has been held in the memory of the 
late John Moyle who did a great amount of work for 
amateur radio in Australia. John was WIA observer 
with the Australian government delegation at the 
International Telecommunication Union Conference in 
Geneva during 1959. 

It is a point of note that John’s call sign ““VK2JU”’ has 
been, at the request of the WIA, withheld by the Radio 
Branch, PMG’s Department, from reissue, as a mark 
of respect to its holder, whose work is reflected in a 
number of facets of the amateur service today. 

Contestants may participate either as individuals or 


as part of a group. There are two divisions in this 
contest. A 24 hour continuous operation division and a 6 
hour continuous division, within the 26 hour period set 
down for the contest. 

This year there is a separate section for VHF 
operators. This was introduced following the interest 
shown in the 1973 Remembrance Contest rule. En- 
trants in sections (a), (b), (c) and (d) can operate on 
VHF bands but cannot enter in section (e). 

Portable field stations may contact another portable 
field station twice provided that 4 hours elapse between 
contacts. 

If there are sufficient entries in section (d), multi- 
operator, certificates will be awarded to the highest 
score for an all phone entry as well as the highest open 
score. 

CW-CW contacts will count double 
Date and time: 

From 0600 hours GMT, 9th February, 1974, to 0800 
hours GMT, 10th February, 1974. 

Objects: 

The operators of portable field stations or mobile 
stations within VK call areas will endeavour to contact 
other portable, mobile or fixed stations in Australian 
and overseas call areas, on all amateur bands. 
Rules: 

1 In each division, 24 hour or 6 hour, the operating 

period must be continuous. 
2 In each division there are seven sections :— 


SO YOU WANT TO BE 
A 
RADIO AMATEUR? 


To achieve this aim, why not undertake one of 
the Courses conducted by the Wireless In 
stitute of Australia? Established in 1910 to 
further the interests of Amateur Radio, the 
Institute is well qualified to assist you to your 
joal. 

ersonal classes for 1974 will commence on 
February 14, 1974. Applications, which are 
accepted in order of priority, are now being 
received. Correspondence Courses are 
available at any time. 


For further information write to 


THE COURSE SUPERVISOR, W.I.A. 


14 ATCHISON STREET, 
CROWS NEST,N.S.W.2065 
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ities 5 « Left to right 18° 
\ working arc - 
simply turn over 


Designed for professionals, priced for 
2 for reverse action. 


craftsmen . . . Chapman's Kits provide 
unsurpassed speed in assembly and 
disassembly; a wide range of adapters 
to suit five different head styles in 
dozens of combinations. 


The 20 tooth stainless steel midget 
ratchet has an 18° working arc; a high 
torque strength, and is designed to 
operate in confined spaces. 

Chapman adapters are precision made 
from Chrome Molybdenum Alloy steel 
and feature dual-purpose knurled 
‘Spinner Tops’ for quick, finger tighten- 
ing of threads. 

Ten different kits, in metal or plastic 
cases or Soft Packs, and a wide range 
of open stock adapters, for replacement 
or addition, to improve kit versatility. 


Special 
“Pop out'’ quick 
adapter ejection. 


469 PACIFIC. HIGHWAY 
ARTARMON = NSW. 


Tel: 424214 


SPECIALISTS IN PRECISION FASTENING TOOLS 


SUL/27 
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AMATEUR NOTES 


(a) Portable field stations transmitting phone. 

(b) Portable field stations transmitting CW. 

(c) Portable field stations transmitting open. 

(d) Portable field stations transmitting open, multiple operator. 
(e) VHF portable field station or mobile station transmitting. 
(f) Fixed (home) transmitting stations 

(g) Receiving of portable and mobile stations. 

Contestants must operate within the terms of their licence. 

4 A portable field station must operate from a power supply which is independent 
of a vehicle or permanent installation 

5 Noapparatus may be set up on site prior to 24 hours of contest. 

6 Allamateur bands may be used but cross band operation is not permitted. 

7 Cross mode operation is permitted. 

8 All operators of a multi-operator station must be located within an 800 metre 
diameter circle. 

9 For each transmitter of a multi-operator station a separate log shall be kept with 
serial numbers starting from 001 and increasing by one for each successive 
contact 

10 All mulit-operator station logs should be submitted under one call sign. 

11 Only one transmitter of a multi-operator station may be operated on any one 
band at one time. 

12 The exchange of an RS or RST report followed by serial numbers commencing at 
001 shall be adopted. 

13 Scoring: 

Portable field stations and mobile stations with:— 
Portable field station or mobile station outside entrant's 


call area 15 points. 
Portable field station or mobile station within entrant's call area 10 points. 
Fixed (home) station outside entrant's call area 5 points. 
Fixed (home) station within entrant’s call area 2 points. 
Fixed (home) stations with:— 
Portable field station or mobile station outside entrant's call area 15 points. 
Portable field station or mobile station within entrants call area 10 points. 


14 Portable field stations may contact any other portable field station twice on each 
band during the period of the contest providing that four hours has elapsed since 
the previous contact with that station on that band. 

15 VHF portable mobile field stations may contact any other VHF por- 
table mobile field station repeatedly, provided that twohours elapse between 
contacts on that band. 

16 Operation via active repeaters or translators is not acceptable for scoring. 

17 All logs shall be set out under headings of: — Date time in GMT, Band, Em- 
mission, Call sign, RS T sent, RST received, points claimed. List contacts in 
correct sequence. 

There must be a front sheet to show: 
Name........ Division....... 


DUALTRACE TRIGGERING 
OSCLOSCOPE 


MODEL CS-1554 


SPECIFICATIONS 

CRT — 130ARB1 

VERTICAL DEFLECTIONS — Functions: 
CHOPPED, ALTERNATE, ADD (Sum of CH 
Sensitivity: 10mV/cm to 20 


SYNCHRONIZATION — Triggering: Internal, CH1, external 
or line, either + or — on all modes. Range: CH1: More than 
10 v pp. Internal: More than 10mm on screen. External: 
More than 1 Vpp. 


HS a REQUIREMENTS — AC100/117/230V 50/60Hz 


DIMENSIONS — 250mm(W) X 230mm(H) X 440mm(D). 
WEIGHT — 8.4kg. 


PARAMETERS 


PTY. LTD. 
SYDNEY 43 6577 @ MELB 90 7444 e ADEL 51 6718 


Call sign ‘s of other operators... 

Location........ Points claimed....... 

Equipment used........ Power supply........ 

I hereby certify that I/ we have operated in ac- 

cordance with the rules and spirit of the contest. 

Signed........ 

18 Certificates will be awarded to the highest scorer in 
each section of the 6 hour and 24 hour divisions. The 
6 hour certificate cannot be won by a 24 hour 
division entrant. 
Additional certificates will be awarded for excellent 
performance. 

19 Entrants in sections (a), (b), (c), (d) and (e) must 
state how power for transmitting was derived. 

20 All CW-CW contacts count double. 

21 Entries must be forwarded in time to be opened on 
22nd March, 1974. 
Clearly mark envelope to indicate that it is a John 
Moyle Memorial National Field Day entry. Address 
to: Federal Contest Manager, WIA, Box 638, GPO, 
Brisbane 4001. 

Receiving section: 

This section is open to all short-wave listeners in VK 
call areas. The rules shall be the same as for trans- 
mitting stations but may omit the serial numbers 
received. 

Logs must show the call sign of the portable or 
mobile station heard, the serial number sent by it and 
the call sign of the station being contacted. 

Scoring will be on the same basis as for transmitting 
stations. It will not be sufficient to log a station calling 
CQ. For scoring purposes the left hand side of the log 
must have only portable or mobile stations. 

A certificate will be awarded to the highest scorer of 
each of the 6 hour and 24 hour divisions, both individual 
and club entries. Certificates will be awarded for 
excellent performance. 


AMSAT NEWS 

As these notes were being compiled OSCAR 6 had 
commenced its second year of operation and was 
nearing the 5000th orbit. Although designed to have a 
life of one year, indications were that it would continue 
for some time. 

Details of AMSAT-OSCAR B systems (OSCAR 7 after 
launching) have been circulated by the Radio Amateur 
Satellite Corporation (AMSAT). The design and 
construction of these systems is an international effort. 
Amateurs from four countries — Germany, Australia, 
Canada and United States have participated. 

The nine systems in AMSAT-OSCAR B are:— 
1 AMSAT Deutschland Repeater (designed by Karl 
Meinzer DJ4ZC). 

— Input frequency passband between 432.125MHz 
and 432.175MHz. 

— Output frequency passband between 144.975MHz 
and 145.925MHz. 

— Power output (high power mode) is 14 watts PEP. 

— Downlink passband is inverted from uplink 
passband. 

— Repeater is 45 efficient using envelope 

elimination and restoration technique. 
Linear operation — SSB and CW are preferred 
modes. 

— Repeater is commandable to either 3.75 watt or 14 
watt PEP output. 

— Telemetry beacon at 145.980MHz (200mW). 

— Uplink power required 300-400 watts EIRP. 

2 AMSAT Two-to-Ten Repeater (designed by Perry 
Klein, K3JTE). 

— Input frequency passband between 145.85MHz 
and 145.95MHz. 

— Output frequency passband between 29.40MHz 
and 29.50MHz. 

— Power output 2 watts PEP. 

— Downlink passband is not inverted from uplink 
passband. 

— Linear operation — SSB and CW are preferred 
modes. 

Telementry beacon at 29.50MHz (not the same as 
OSCAR 6). 

3 Morse Code Telemetry Encoder (designed by John 
Goode, W5CAY). 

— 24 analog input channels. 

— Converts each analog value into a two-digit Morse 
Code number or “‘word’’. 

— A third digit precedes this telemetry value and 
gives the line number in which the word is 
located. 

— Format is arranged 4 words per line, six lines per 
telemetry frame. 

— Morse Code rate is commandable to 10 words per 
minute or 20 words per minute. 

4 Teletype Telemetry Encoder (developed by Peter 
Hammer, VK3ZPI and Edwin Scholl, VK3BDS). 

— 60 analog input channels. 

— Converts each analog channel to a three-digit 
number transmitted in Baudot code. 

— Each three-digit value is preceded by its channel 
number, making a five-digit telemetry word. 

— The data is arranged 10 words per line by six lines 


IONOSPHERIC PREDICTIONS FOR JANUARY 


Reproduced below are radio propagation graphs based on information supplied by the lonospheric 
Prediction Service Division of the Commonwealth Bureau of Meteorology. The graphs are based on 
the limits set by the MUF (Maximum Usable Frequency) and the ALF (Absorption Limiting 
Frequency). Black bands indicate periods when circuit is open. 1.74 
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per telemetry frame. 

— Two lines of status information follow the analog 
matrix and give the spacecraft time (i.e., time in 
“counts” from launch, 1 count = 96 minutes.) 

— Output keys 435.1MHz beacon in FSK: 850Hz 
shift; 45.5 baud; (reverse from US standard. Also 
keys 145.98MHz and 29.50MHz beacons as 
AFSK, on command. 

5 435.1MHz Beacon Transmitter (developed by Larry 
Kayser, VE3QB and Bob Peper, VE2A0). 

— Beacon output frequency is 435.10MHz. 

— Power output is 0.4 watts at an efficiency of 45pc. 

— Beacon is FSK modulated 850Hz shift. 

6 2304MHz Small Beacon Transmitter (developed by 
San Bernadino Microwave Society, Inc, Corona, 
California). 

— 0.1 watt at 2304MHz. 

— Turned on by command only for 30 minute 
periods. 

— CW keyer — “HI” followed by 30 second carrier. 
Also keyed with Morse code telemetry on com- 
mand. 

7 Codestore — message store-and-forward system 
(built by John Goode, W5CAY). 

— 896 bit memory capacity using COS / MOS shift 
register memory. 

— Loaded via command link. 

— Output code speed is 13 words per minute. 

8 Experiment Control Logic (developed by Jan King, 
W3GEY). 

— Selects the spacecraft operating modes. 

— Protects satellite against excessive battery drain 
by reducing repeater output power or by shutting 
it off completely. 

— Senses failure or either of the two redundant 
regulators and switches to opposite regulator 
automatically. 

9 Input Solar power / Battery Charging Regulator 
(developed by Karl Meinzer, DJ4ZC and Werner 
Haas, DJ5KQ). 

— Converts 6.4 volts at arrays to 14 volts to charge 
battery or to supply the spacecraft experiments. 

— Senses overcharge of battery and reduces 
charging current. 

— Senses failure of either of the two redundant 
regulators and switches the opposite regulator 
automatically. 
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AMSAT encourages the participation of all in- 
terested individuals and invites amateurs of al) 
countries to engage in transmissions to the satellites. 

Applications for membership should be sent to: 
Radio Amateur Satellite Corporation, PO Box 27, 
Washington, D.C. 20044, USA. Membership fee is $5.00 
(US) per year. 


VHF REPEATERS IN REGION 1 


There are at least 202 VHF repeater stations in 
Region I. Of these 171 are in the 144MHz band (144MHz 
to 146MHz). The remainder are in the 432MHz band. 

The distribution of the 144MHz repeaters in the 
various countries of the region are: 

Austria 9; Belgium 9; Czechoslovakia 2; Denmark 
12; Germany 80; Israel 1; Norway 34; Sweden 21; 
Switzerland 2; England 1. 

On 432MHz the distribution is:— 

Denmark 1; Germany 34; Switzerland 6. 

The region I standard for repeater spacing is 600kHz, 
the output frequency being the higher. Some German 
repeaters use 1.6MHz spacing, but these will be phased 
out by the end of 1974. 

German repeaters carry the distinctive call sign 
DBO, not to be confused with DLO which indicates a 
club call sign. 

An interesting point is that two installations in 
Germany may be linked together across 180km of the 
DDR to provide communication between West Berlin 
and the Federal Republic. 

Access to many of the repeaters is by a tone signal of 
specified frequency. The frequencies are within the 
range 1400Hz to 1800Hz. 

In the case of one of the Swiss 432MHz installations, 
access is by a 1595Hz tone, after which it may be 
switched to ahother 432MHz channel by a 1160Hz tone. 

French experiments with UHF VHF repeaters, 
“Mirabel 1"’ and ‘‘Anjou 3" carried by balloons were 
very successful. The uplink to the balloon repeaters 
was on 432MHz with the downlink on 144MHz. There 
was also telemetry and a beacon on 144MHz. The best 
DX through “‘Mirable 1" was between Austria and the 
Untied Kingdom, a distance of 1100km. 

G3JVL heard many stations through ‘‘Mirabel 1°’; 
these included 8 French stations, 20 German stations, 1 
United Kingdom, 1 from the Netherlands, 2 from 
Belgium and OE3XUA from Austria. @ 
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AUSTRALIA'S LEADING ELECTRONIC SPECIALISTS 
ELECTRONIC COMPONENTS, KITS, TEST EQUIPMENT AND HI FI 


KIT: Aust 


Kit-Sets Australia have imported a range of speaker systems direct from the 
manufacturers. Never before have such high quality systems been offered at such a 
low price. The savings have been brought about by our policy of direct importing 
which brings you, the customer, systems at almost half the normal! retail price. 


—» For the economy minded 
Best Value tn : : we have the Model Vioe Performance 
4 free which has all the features o . 

Australia 2 the V120 except has a 10” 3 pac. Goee. 4 
woofer plus 5” midrange tr 
and the same 1%” Dome 
Tweeter in a 1.75 cu. ft. enclosure, an incredible power 
handling capacity of 40 watts RMS and a Frequency 
response of 20-20,000Hz. 


ated huateey 


Top of the range is the Model V120 which consists of a 
roll surround high compliance 12 inch woofer, a 6% 
inch midrange (with a crispness which has to be heard 
to be believed) these two quality speakers are compli- 
mented by a highly efficient 1%‘ dome tweeter with 
120° Dispension and the most incredible 2’ Super 
tweeter. Presented in a beautiful walnut finished, sturdy 
cabinet with a wooden slotted grille, rather than the 
normal grille cloth fitted to lesser quality units. The 
cabinet has a cubic capacity of 2.75 cu. ft. having sides 
1" thick to stop any resonances that may occur. To top 
all this the crossover has roll-off of 12db per octave 
and includes a tone control to allow you to tailor the 
response to your room. Power handling capacity 50 
watts RMS. frequency response 20-2200Hz. 


$129 per pair, $69 per enclosure. Freight $10 per pair. 


So exciting you have to see it to believe it— 


COLOUR ORGAN MODEL V3050 


A totally new concept! 

The display is complete including 3 channel driver unit 
with a Five colour Diamond patterned display made up 
of thirty lights mounted in a walnut finished cabinet 
faced by a shatterproof acrylic display screen. 
Display Colours: Red, Yellow, Green, Blue, Violet. 
Dimensions: 11 %“' Wide x 18 %"’ High x 7’ Deep. 
Operation: 240V 50Hz Drive; Any amplifier output. 
Seeing is believing! this unit is available to you for only 
$42.50 plus $1.50. 


Our Special Direct import price is only $169 per pair, $95 per box. 
Freight $10 per pair. 


CONVERTS EASILY TO SPEAKER 
LEADS OF ANY AUDIO AMPLIFIER 


Have you ever tried to find a small extension 
speaker, small enough to fit anywhere in your 
room or car having a power handling capacity of 
10 watts RMS, a frequency and bass response to 
equal that of a 10 inch twin cone speaker, with an 
attractive decorator finish. 


NEW 1973-74 CATALOGUE 


BRAND NEW! 
AVAILABLE NOW 


KIT-SETS 1973-74 Catalogue, containing 
over 100 pages with the very latest in 
electronic components, projects, kits, test 
equipment, tools, servicing aids, ac- yer? 
cessories, diagrams, definitions, hints, etc. ‘ 

Also features a new Hi Fi Section con- 
taining our selection of the best available. 
A MUST FOR ALL ENTHUSIASTS, 
HOBBYISTS, SERVICEMEN, AND 
ANYONE REMOTELY INTERESTED IN 
ELECTRONICS! 

No other publication in Australia offers so 
much. 


FILL THIS CARD 
OUT NOW and 


forward it together with your 
cheque or money order for 65c 
and 20c postage to: KIT-SETS 
AUST PTY LTD, P.O. Box 176, 
Dee Why, NSW, 2099. 


GUESS WHAT? 
WE HAVE FOUND IT! 


Our little Cube speaker took 3 years to develop and has 
all the features you have been looking for in a small 
speaker, yet is fitted with an 8 ohm 5” full range 
speaker with voice coil throw of 1%". A bass response 
equal to that of a 10’’ speaker, a frequency response 
from 45 to 18000Hz, achieved with a 3” magnet 
structure. All enclosed in a cabinet measuring only 6” x 
6" x 6’. Available in 3 decorator colours; Black, Red 
and Ivory. This is the best small speaker value on the 
Market today at the incredibly low price of $13.50. 
P/ Post $1.50. 


ad} 
11 
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PLEASE RUSH ME BY 
RETURW MAIL ( —) 
COPY. COPIES OF YOUR 197374 CATALOGUE 


THE PARTS PLACE 


Australia’s widest range of guaranteed new quality com- 
ponents at unbeatable prices. Catering to the enthusiast, 
tradesman, technician or industry. Call in at your nearest 
branch and check the savings!!! 


Name 


Address 


(Postcode) 


Cheaue /monay order tor 85c 1s enclosed 
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AMPLIFIER DESIGN: Could you please direct me to 
any source from which I would be able to understand 
the design procedure of circuits like your Playmaster 
132 amplifier and Playmaster 125 power amplifier. I 
would like to know practically all there is to know 
about designing such circuits so that I could undertake 
sucha design myself. Also, I am puzzled by the use of a 
1.5A transformer in the Playmaster 125 power am- 
plifier. Surely it does not provide enough power to 
allow the amplifier to deliver 50 watts. (R.T., Fairy 
Meadow, NSW.) 


@ There is no simple answer to the first part of your 
letter, unfortunately. The only reai solution is to take a 
course in electronics, such as the four-year Electronics 
and Communications Certificate or an Electronic 
Engineering degree course. 

The answer to the second part is simple. Assuming 
65pe efficiency for the class-B output stage, an input 
power of 77 watts will be required to allow the am- 
plifier to deliver 50 watts. Actual rating of the tran- 
sformer is 50VAC at 1.5A which equls 75 watts. 


CATHODE RAY VALVES: Thank you for an excellent 
magazine. My probiem is whether a CRT is a valve, or 
is it classified as some other device like a radiation 
counter tube? Secondly, can stereo sound be obtained 
from a mono recording? If not, why is it possible to 
obtain 4 channel operation from 2 channel discs using a 
decoder. (W.J., Warragamba, NSW.) 


@ The question whether a CRT is a valve is a debatable 
one. It has all the elements of a valve, cathode, grid(s)} 
and anode(s) and the complete assembly operates in a 
vacuum. It is a thermionic device and is catalogued in 
a separate section of the ‘‘valve’’ department. The 
vital question seems to be, ‘‘does it amplify?” 

Itis not possible to obtain stereo signals from a mono 
record, even though four channel sound may be syn- 
thesised from a stereo disc. The reason for this is that 
along with the two obvious signal channels, a stereo 
disc also contains an effective third channel — 
basically the difference between the two main chan- 
nels. With a simple phasing system, one can feed the 
“ambience” signal present in this channel to rear 
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speakers, to form a three-channel setup. More 
elaborate ststems are used to produce a pseudo four- 
channel result. 

In even more elaborate systems the four signals are 
recorded as separate entities, one system using a 
supersonic carrier on which to impose the two extra 
signals. A special decoder is then used on replay to 
extract these two signals and direct them to the ap- 
propriate speakers. 

For further details, you could refer to our publication 
“HiFi Stereo Annual.” 


TRANSISTOR & IC INFORMATION: Can you tell me 
where 1 may obtain a book with information on 
Motorola, RCA, CBS and Fairchild transistors and ICs. 
Also, could you publish my name and address in the 
hope that an active licensed radio amateur nearby 
might help me to pass the PMG's examination. The 
articles in the magazine are always interesting and 
good to read. (David Outram, 154 Oriel Road, Ascot, 
Q.) 


@ For information regarding Motorola devices, we 
suggest that you contact the Motorola distributors, for 
RCA devices, RCA and so on. We have published your 
name and address and it is now up to any amateur who 
may wish to contact you. We are pleased to know that 
you appreciate the magazine and the articles. 


HOMODYNE TUNERS: I am considering building 
either the EA Homodyne Tuner or the High Quality AM 
Broadcast Tuner. However, as FM is coming soon, I 
wonder if it is worthwhile investing in such a project. 
The question is, just how easily may AM tuners be 
converted for receiving FM and would the conversions 
cause distortion? Also, if conversions to FM are 
possible, will you be publishing any conversion cir- 
cuits? (D.T., Lockleys, SA.) 


@rirst of all D-T., you must have some inside in- 
formation regarding the introduction of FM broad- 
casting in the near future. We do not know of any 
definite decision along these lines and indeed, the 
matter is still under investigation. We are of the 
opinion that it will be several years before we have an 


UNITED TRADE SALES 
PTY LTD 


280 LONSDALE STREET, 
MELBOURNE, 3000 
TELEPHONE: 663 3815 


SOLID STATE AC/DC. 5 BAND AM/EF.- 
M’ AIR/ PB/ WB. PORTABLE TRANSISTOR 
RADIOS. Frequency Range, AM 530.1640 Khz. FM 
88.108 Mhz. Air PB WB 108.175 Mhz Weight 
approx 1.2 kilos. Excellent reception on Aircraft 
Band and PB and AM. These sets are available 
only from us. Fully Guaranteed. $85.00 ea. P’ P. 
$2.50. 

POWER SUPPLIES. EX. COMPUTER. FULLY 
TRANSISTOR REGULATED. These units are as 
new and are in perfect working order. Original cost 
was in excess of $300 each. Two Models are 
available, 240 V.A.C. Primary, 12 V DC. Secondary 
at 5 amps and 240 V.AC. Primary, 30 V.OC. 
Secondary at 5 amps $35.00 ea Freight Forward, 
Weight approx 12 kilos. 

COMPUTER TAPE "2" Diameter on 12" reels in 
plastic boxes. Good Condition $1.00 ea. P P 50 
cents. 

COMPUTER BOARDS Approx 10 Transistors plus 
30 Diodes and Resistors on each board. All com- 
ponents have long leads $1.25 ea. PP 40 cents. 
SPECIAL OFFER 6 Boards for $6.00 plus P’ P 
$1 00. 

COMPUTER RELAYS SILVER WIRE TYPE. 4 
Sets changeover contacts. Size 2'2''xl'‘x'2"’ 
complete with socket 20 V. coils, 50c each, 
PP 20 cents. 

AS ABOVE but with latching coil assembly, 75c ea. 
P P 20 cents. 

SILICON DIODES. 100 P.1.V. 145 Amps $3.00 each, 
PP 30 cents. 

TRANSISTORS. OC470, 0C203, OC45, 2N1308, 
BC108, 35 cents ea. AC 126, AC127, 2N 1306, 45 cents 
ea. 2N1308 1309 Matched Pairs, $1.50 Pr. P P 
10 cents. 

CASSETTE TAPE HEADS. Mono, Transistor $1.50 
ea P’ P 15 cents. 

PIANO KEY SWITCHES. Six keys. 5 sections with 
6 changeovers $1.00 ea. PP 30 cents. 
CRYSTAL FILTERS 10.7 Mhz. 10 Khz. Bandwidth 
$5.09 ea PP 30 cents. 


Radio Despatch Service 


RADIO and ELECTRICAL 
WHOLESALERS 


HOW TO USE OUR INFORMATION SERVICES 


As a Service to readers “Electronics Australia” is able to offer: (1) Project reprints, metal work dyelines, 
photographs, printed wiring patterns and other filed material to do with constructional projects and (2). 
A rarest limited degree of assistance by mail or through the columns of the magazine. Details are set 
out low: 

PROJECT REPRINTS: These cost 80c per issue-reprint. Thus, a project spread over three issues will 
cost $2.40. Reprints are available for all projects, but no material can be supplied additional to that 
already published. Reprints can be supplied more speedily if they are positively identified and not ac- 
companied by technical queries. Material not on file can normally be supplied in photostat form at 40c 


per page. 

SUBSCRIPTIONS, BINDERS, HANDBOOKS etc: These are handled by separate departments. For 
fastest service, send separate orders to the departments concerned. 

PHOTOGRAPHS, METAL WORK DRAWINGS: Original photographs are available for most projects, 
Price: $1 for Bin x 8in glossy print. Metal work dyelines are available for most projects. Price: $1. These 
show dimensions and positions of holes and cut-outs, but give no wiring details. 

PRINTED WIRING PATTERNS: We can supply transparencies, actual size, positive or negative, as 
specified. Price: 80c. We do NOT deal in manufactured boards. These are available from advertisers. 
BACK NUMBERS: As available. On issues up to six months, face value. Seven months to 12 months, 
tace value plus 5c. Thirteen months or older, face value plus 10c. Postage and packing, 30c per issue 
extra. Please indicate if a PROJECT REPRINT may be substituted if the complete issue is not available. 
REPLIES BY POST: These are provided to assist readers encountering problems in the construction of 
our projects published within the last two years. Note, particularly, that we cannot provide lengthy 
answers, or undertake special research or modifications to basic designs. Charge: 80c. Inclusion of an 
additional fee does not entitle correspondents to special consideration. 

OTHER QUERIES: Technical queries outside the scope of ‘Replies by Post’ may be submitted without 
fee and may be answered in the magazine at the discretion of the Editor. Technical queries will not be 
answered by interview or telephone. 

COMMERCIAL EQUIPMENT: ‘‘Electronics Australia’’ does not maintain a directory of commercial 
equipment, or circuit files of commercial or ex-disposals equipment etc. We are therefore not in a 
position to comment on any aspect of such equipment. 

COMPONENTS: “Electronics Australia” does not deal in electronic components. Prices, specifications, 
etc should be sought from appropriate advertisers or agents. 

REMITTANCES: These must be negotiable in Australia, and should be made payable to ‘Electronics 
Australia”. Where the exact charge may be in doubt, we recommend submitting an open cheque, 
endorsed with a suitable limitation. 

POSTAGE & PACKING: All charges shown include postage and packing, unless otherwise specified. 
ADDRESS: All requests for data and information should be directed to the Assistant Editor, ‘Electronics 
Australia’, Box 157, Beaconsfield 2014. 


869 GEORGE STREET, 
SYDNEY 


ELECTRONIC KITSS 


1C20 Includes integrated circuit, solar, 
battery, resistors, capacitors, etc., $119.75 
50 IN 1 KIT Construct 50 circuits. In- 
cludes 2 transistors, bar antenna, relay, 
buzzer, Morse key, etc $113.57 
80 IN 1 KIT Includes galvanome:ter, 
variable capacitor, transforiner 
$191.14 


microphone, morse key, etc 
150 IN 1 KIT Includes solar cell, C’DS 
photocell, relay, speaker semi conduc tor, 


etc $29 .81 


All kits inctude instructions. 


SPECIALS 


Vortex tape deck CTS1000 Stereo tw/o 
track 110 of 240V $32.5:3 
Magnavox or M.S.P. Speaker. 9” x 6i” 
3.5 ohms $3.33 
Magnavox speaker 5” x 3” 3.5 
ohms 

BASF C90 Deluxe Pack Cassette 
Lock down Aerials 


$1.9.2 
$1.844 
$2.66 


ALL PRICES NETT 
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(A) 


(B) 


Werrcilnne Hi, Fi Fics, 


il BARGAIN PACK 


$100 worth of brand new electronic 
components of all sorts, shapes and sizes. 
This is our biggest selling pack in NZ. 
You'll be overjoyed with the selection — 
for only $23.00. 


(H) VHF KITSET 


One: transistor, super regenerative, 
receives Police, taxis, aircraft, etc. Pictorial 
instructions. Works through an ordinary 
tranisistor radio without connecting wires. 
Heaip big magic, eh! ONLY $4.90 


SHOPLERT 


The most revolutionary shop doorway 


minder to ever appear on the market. 

Uses NO light beams — works on a sudden variation of 
room light. ie when someone walks in front of it. Range 
approx 10 feet. Battery operated — takes 6 penlite cells. 
Replace batteries only 2 to 3 times a year. Built in speaker 
produces adjustable loud or soft tone. Whole unit is self 
contained and can be fitted by ANYONE in minutes. No 
external wiring needed. Provision for remote extension. 
Thousands sold in NZ. Replaces every other shop alarm on 
the market. Complete and ready to go (minus batteries). 


$29.40 each or 4 for $99.00 


HOMODYNE TUNER 
KITSET 


(from Electronics Australia) Complete with 
attractive anodised cabinet and_ silk 
screened front. $23.00. 


(D) BC409 
This is a plastic encapsulated version of 
the BC109, preferred by manufacturers 
due to its lower cost. Supersedes the 
BC109. This is NOT a substitute or 
equivalent, but the identical same tran- 
sistor chip. Well known brand. 


4 for $1.00 or 10 for $2.00 
or 100 for $18.00. 


(1) L.E.D. 
Light emitting diode — used as indicators 
in transistor work. Hewlett Packard part 
no. 5082 / 4850. 
Supplied with panel mounting hardware — 
draws only 20 ma. Operates as low as 1.6 
volts. Data supplied. 

70c each or 5 for $3.00 


(K) 
20 CIRCUITS AND 12 


SEMICONDUCTORS 


20 of our most popular circuits and 12 semiconductors, including 
BC409, AC187 / 88, AC125, OA95 etc. Never before released by 


us. ONLY $4.90. 


ee ee ee 


qty qty qty 


NAME: 


ADDRESS: 


WELLINGTON 


Se 0 0 0 2 es 


CS eS ee Ce 2 
CCS 2 2S © Co 


! enclose cheque / money order, including 50 cents extra to cover postage. 
We regret that due to currency regulations we cannot accept personal cheques. 


Send this coupon to 


@ ALL RADIO COMPONENTS ®@ 
P.O. BOX 27 037, Wellington, New Zealand. 


qty qty aty 
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(E) 
ASSORTED ELECTROLYTICS 


Pack of 20 assorted electro’s. Ranging 
from 2500uf at 40v right down to small 
values. Retail value $14.00. 

Our price $5.90 per pack. 


(F) BRIDGE RECTIFIER 


100P.1.V. at 1.5 amps. Well known brand. 
$1.00 each or 10 for $8.50 
or 100 for $75.00 


(G) POWER DIODE 


200 volts at 2 amps: Well known brand. 


5 for $2.00 or 10 for $3.50 
or 100 for $30.00. 


(J) 40841 FET 


A popular diode protected dual gate FET — 
can be used in place of almost any other 
FET. Data supplied. 

$1.00 each or 10 for $8.00 


(L) 


ONE TRANSISTOR 
RADIO KITSET 


Can be assembled by any child from 8- 
108. Only a screwdriver required (and a 
band-aid). No soldering necessary. Coil 
already wound and mounted (in a funny 
sort of way). Easy to follow pictorial in- 
structions (my 3 yr old daughter drew 
them). All parts coded for identification 
(morse coded). The biggest selling radio 
kit in NZ (well, Wellington anyway). 
Complete with super high impedance hi 
fidelity personal earphone (ie we bought 
‘em cheap). 


Attractively mounted in a see through poly 
bag (we couldn't afford a carton). 


IF YOU'RE WILLING TO TAKE THE RISK 
— IT'S YOURS FOR $4.60. 


Over the years we've built 3000 — we’ve 
only got 2900 left — be in quick before the 
borers set in. 
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FM broadcasting service. Although it is often 
dangerous to generalise, it would probably not be a 
proposition to even attempt to convert an AM tuner for 
the reception of FM signals. 

In short, we consider that it is still worthwhile to 
consider building a high quality AM tuner. If and when 
FM broadcasting does become a reality, we hope to 
offer suitable designs. 


PM 136, BALANCE INDICATORS, ete: I have enjoyed 
your magazine and built many projects from it for 
many years, even changing over to solid state with 
you. I would now like to put in a vote for updating the 
1966 3in CRO. Also, could we have an article on 
“balance indicators’’; the best points from which to 
operate them, best type of meter, etc. 

I have just finished a four-channel amplifier using 
two 136 Amplifiers with 2-4 Adaptor and we are 
crawling around the floor listening to each speaker 
trying to get some kind of balance. The best I have 
done so far is use an audio generator and an output 
meter, but some records seem to be more heavily 
recorded on one channel than the other, which means a 
change of balance is needed. Also, in some cases, I 
have found separation between channels, through the 
2-4 Adaptor, very poor. Is this my layout? (J.D., Ascot 
Park, SA.) 


@Thank you for your kind remarks about the magazine 
J.D., and we are glad to learn you have derived so 
much pleasure from it. By updating the CRO we 
assume you mean converting to solid state. We are 
keeping our eye on this possibility, but we feel that it 
may not be an economic proposition at the moment. 

We have noimmediate plans for a balance control. In 
fact, we are not quite sure what they are supposed to 
achieve, since the last thing they will indicate from a 
stereo record is balance. It is seldom that the two 
signals from any stereo source are at precisely the 
same level; they simply are not intended to be. You 
will probably do as well as is necessary with the 
generator and output meter to ensure that both 
channels have the same sensitivity, after which it is up 
to the record. 

The 2-4 Adaptor, like similar circuits using the same 
principle, has to accept certain compromises between 
left and right separation and back to front separation. 
It is normal for some records to be better suited to a 
particular compromise than others. 

As you will have seen by now, we have started on a 
four-channel version of the 136, which will include 
many features, including both the 2-4 Adaptor and an 
SQ Decoder, provision for headphones, top cut filters 
ete. 


NOTES & ERRATA 


HOMODYNE TUNER: (November 1973, File 
2 TU 37): The junction of the leads from DL, D2, C8, 
C9, L2 and the positive battery lead should be shown 
connected. (Circuit, page 57). 

LSI DIGITAL CLOCK (September and October 1973, 
7 CL 12,13): For correct operation of the Seconds 
readout version, pin 24 of the integrated circuit should 
be open circuit in the same fashion as pin 11. 


Op-amp supply from p55 


the heat of the transformer. A tag-strip with 
screw terminals, or a strip carrying sockets 
for banana-plugs, is convenient for the 
output connections. A metal case, earthed 
through a 3-core flex, is neater and would 
allow the fitting of the ON-OFF switch Swl, 
which otherwise is inconvenient. 

Table 1 gives a voltage and current 
analysis to assist in trouble-shooting. This 
applies to the Fairchild transistors but 
should be reasonably accurate for the 
Motorola types also. 

A final caution — DO remember to switch 
off the power supply unit before doing any 
work on the circuit which it is supplying! 


Homodynetuner' from p65 


stations at the low frequency end may be 
reset by the oscillator coil slug and stations 
at the high frequency end may be adjusted 
with the oscillator trimmer. The aerial coil 


This coupon gets you the facts about 


TRIO 9or-s59Ds 


The 


COMMUNICATIONS ! 
RECEIVER with 


the features 


As efficient as it is 
attractive, this 4-band 
receiver covering 540 
kHz to 30 MHz, has all 
the features to provide 
maximum performance 
-at a most reasonable 
price. 

Two mechanical filters 
ensure maximum 
selectivity — large 
tuning and bandspread 
dials make accurate 
tuning certain. Other 
features include 
Product Detector for 
SSB reception; 
Automatic noise 
limiter; calibrated 
electrical bandspread; 
“S"" meter and B.F.O.; 
2 microvolts sensitivity 
for 10 dB S/N ratio. 

All for the suggested y 
retail price of $191.00 
FOR/FOA Sydney. 
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<p SCIENTIFIC ELECTRONICS 
we o 


MOOR, OV M 108 


Ns 


e 0.1% DC ACCURACY 
e AUTO-POLARITY 
e 3% DIGITS WITH 100% OVER-RANGE 
e 10 MEG INPUT RESISTANCE 
e DUAL SLOPE INTEGRATION 
e LOW COST 


Please forward free illustrated literature 
and specifications on Trio equipment. 


Woersk precios 
eston \/ electronics company 


3 


: 
| 


Weston Electronics Company 
376 Eastern Valley Way, Roseville 2069 


Cables and Telegra- 
phic Address: ‘WEST- 
Sydney. 


= : ELEC’, 
(A division of Jacoby Mitchell Ltd.) Phone 407 1212. 


SCIENTIFIC ELECTRONICS PTY. LIMITED 
42 Barry Street, Bayswater, Vic. 3153. 
Telephone — Melbourne 729-3170 Sydney 25-3955 
Brisbane 47-4311 


slug and trimmer must also be readjusted 
following these changes. 

Due to the simplicity of this little tuner, 
the skirt selectivity provided by the tuned 
circuits is not as good as would be obtained 
by more elaborate means. This means that 
some problems may arise in difficult 
reception areas. Readers should consider 
this before embarking on the project, unless 
you wish to do it as an experimental 
exercise. 
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One way in which the selectivity may be 
improved, is to replace the .082uF capacitor 
shunting the 470 ohm emitter resistor of the 
IF amplifier with a Murata ceramic filter 
type BFB-455A. This is a simple two 
terminal device and may be fitted as a 
direct replacement for the capacitor. The 
terminals will not fit the holes provided for 
the capacitor, but it may be fitted easily on 
top or under the board, using tinned copper 
wire as an extension for one lead. 
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SOUND PROJECTORS 
Cinevox Prefect and Harmour and 
Heath 16mm in good working order 
240v operated, complete with speaker 
and amplifier 


trom $115.00 
CIRCULAR SLIDE RULE 


3 ain diameter. Will do the same work 
as the conventional slide rule. In 
Struction book included. 
from $1.60 each 
P & P 20c. 


P.M.G. TYPE TELEPHONES 
Standard desk type with magneto bell 
calling device. Range 30 miles. Uses 
standard batteries at each phone Any 
number can be connected together on 
single line 


$25.00 
(2 TELEPHONE SETS) 


Including 4 mile twin telephone cable 
$1 cartage to rail. Freight payable at 
nearest attended railway station. 


WHIP AERIALS 


3 Piece. Tapers from 1” to Ye’. No 
Base $4.95. Shop Sales Only. 


66VTVM 


University Graham Tested $45 Post 
$1.00 


MINIATURE 
ELECTRIC MOTORS 


\'2 to 3 volts DC. Ideal for model 
boats, cars, planes, etc. Strong torque 
Cnly 

65c each or 10 tor $4 

P & P 20c ea. or 10 for 55c. 


AIRCRAFT CLOCKS 


Genuine Smiths Eight Day Jewellea 
movement, sweep second hand and 
start of trip indicator. Dash moun- 
tings. Ideal for car rallys. 


$17.50 P & P $1.05. 
“PLESSEY” 


Producermatic 2’ professional end- 
less cartridge replay machines 2 
track stereo with third cue track for 
machine control (auto-stop etc.). 600 
OHM line level outputs. 240V AC 
operation. All silicone transistors 7/2 
1.P.S. 19’ rack mounting. 60 Hz (240V) 
Model $50, 50 Hz (240V) Model $60. 
Ideal for tape idents, background 
music, etc. $1 cartage to rail. Freight 
Payable at nearest attended railway 
station 


TELEPHONE WIRE 


1 mile twin (2 miles) genuine ex-Army 
Don 8 perfect condition $35 per drum 
$1 cartage to rail freight payable at 
destination. 
a 


PRISMATIC COMPASSES 
Genuine ex.army Mk 3, liquid dam. 
ped, as new $27.50 P & P $1.05. 


COLLINS TRANSCEIVERS 
Auto tuned 100.150MHz. 10 channels. 


$65.00 


INCH RECORDING 
TAPE 


Top Grade 2400’ on 102’ reels. Ideal 
Video Experimenting. Only $3.50 


P & PA. $1.55, B. $1.60, per reel, 
C. $1.95, D. $2.75, 


ES 
UNI-SELECTORS 


25 bank 25 position $4 each. 
P&P A. 70c, B. 85c, C. $1, D. $1.10. 


ADLER FREQUENCY METER 
100K Hz.20MHz $95 


HALF 


4 DIGIT RELAY COUNTERS 


50.volt OC, suit slot car. Lap counters, 
etc 


$1.25 cach. P & P 30c. 
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NIBBLING TOOL 
Cuts sheet metal like a punch and die, 
trims, notches and cuts to any size or 
shape over 7 16.inch 


ONLY $6.50 


Post 55c 


NIFE CELLS 


1.2 Volt, fully charged, 4in x 3inx lin 4 
AH 


$1 each. 
P & P 30c. 


BC221 


Frequency Meters 


$35.00 
HANDY SIGNAL INJECTOR 


Produces an Audio Signal in rich 
harmonics. Ideal for Sig Tracing in 
A.F., |.F., and R.F. circuits. 
Powered by 4 Penlight Batteries 
with On-Off Switch and indicator 
lamp. Size 1'%2’’ Diam. 5’ Long. Only 


$6.50 P&P 55c. 


P.M.G. TYPE KEY SWITCHES. 
45c P & P 20c. 


TELESCOPES 
ZOOM FOCUSING 


25 x 30$19.95 — 40x 40 $28.95 


POSTAGE KEY: 


: NSW. 

: Vic, Qld. 

: SA, NT, Tas, New Guinea. 
: WA. 


VALVES 


BRAND NEW 


IN CARTONS 
$1.50 CV850 
95c 1H6G 


832 
95¢ 
715¢ 6AK5 


6X4 

$1.99 VR65 
75¢ TAC 

80c 80 


P & P 30c. 


PARABOLIC REFLECTORS 
PYREX MIRROR 


36"’ dia. Ideal solar radio optical ex- 
perimenting also decorating purposes. 
$37.50. Sorry shop sales only. 


RADAR TRANSCEIVER 


X_BAND WITH KLYSTRON 
BIG: $45.00 


TRANSMITTERS ARC 49 
100-165 M/ CS $25.00 


807 
65N7GT 
5U4G 
EFS5O 
5Y3 
2x2 
6AG5 


P&P A. $1.45 B $1.60, C. $1.75, D,$1.85. 


TELESCOPES 


60 magnification with a 
60mm coated objective lens. 


With tripod 
$29.50 
As illustrated. 


P & P A $1.55, B. $1.75, 
C. $2.25, D. $3.25. 


WALKIE TALKIES 


2-way radio, 7. transistor, PMG ap- 
proved, set of 2 only $47.50 
9 transistor $59.50. 


P& PA. $1.45, B. $1.60, 
C. $1.75, D. $1.85. 


SMALL COMPUTER 
PANELS 


3in x 2in containing 2 valves, qty. of 
resistors, etc. 


ONLY 75c 
P & P 30c. 


ELECTRONIC FREQUENCY 
COUNTER 


Austronic type DFC-4 240V 50 cycle 0- 


100K HZ $150 
IMPELLER PUMPS 


New gunmetal body, Stainless Steel 
Shaft. Neoprene Impeller. Up to 15ft. 
Lift, suitable for almost any type of 
liquid. Self priming. Ideal boat bilge 
pump, sullage drains, etc. Approx 


P & PA. $1.45, B. $1.60, C. $1.75, D. $2. 


AW.A B.F.O. TYPE R7077 


LBKy Gee $30.00 


CONDENSER LENS 
2'2iNn DIAM. 2in FL. $1.50 each. Or 
$2.50 per pair. P & P 20c. 


522 Tranceivers 
100-150 M’ CS 


$35.00 


Cossor Double 
1035. Tested 


Beam Oscilloscope 


$150 
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CHASSIS PUNCH SET 
Five sizes: 58-inch, 34-inch,74-inch, 1- 
inch and 1's-inches. With taper 


reamer 
$13.95 
P & PA. $1.45, B. $1.60, 
C_ $1.75, D.$1.85. 
SELSYN MOTORS MAGSLIP 


Mk. II $5.25 ea. 
No. 19 TWO-WAY RADIOS 
Power supply, accessories, etc., $35. 


BINOCULARS 


PRISMATIC. Coated Lenses. Brand 
new. Complete with case 
7 x 35 Wide Angle 
8 x 40 Wide Angle.. 

7 x 50 
10 x 50 
12x 50 $30.60 
20 x 50 $34.45 
P & PA. $1.45, B. $1.60, 
?C. $1.75, D.$1.85 


3000 TYPE RELAYS 


P.M.G. 200 Ohms — 1,500 Ohm 
Coils. $1.25 each. P & P 30c. 


TOGGLE SWITCHES 


Brand new, 3 amp, 240 volt. S.P., $.T 
50c each or 10 for $4. 
P & P 15c ea. or 10 for 55c. 


Cintel Oscillator and Electronic 
Counter, fype 388." $250 

SPECIAL lucky dip valve offer, 15 new 
valves in cartons for only $2.95. We 


haven't got time to sort them, so you 
reap the benef 


P& PA. 60c, B. 85c, C. $1, D. $1.10. 


CONDENSER LENS 
l'gin diam. 1'2FL. $0¢ each 
P & P 20c. 


$34.50 
$39.50 
$28.65 
$29.60 


MINE DETECTORS 
Ex A.M.F. Complete in wooden 
case. Ideal for plumbers, councils 
for locating buried pipes, etc. 
Freight payable at nearest attended 
railway station $39.00 


BATTERY CHARGERS 
BRAND NEW WITH METER 


Plugs into 240V power and gives both 
6V and 12V DC output. 4 amps with hi, 
medium and low charges. 

Dimensions, 9’ x 5’ x 5‘ $35 vaive only 


$27.50 
P & P A. $1.55, B. $1.60, 
‘C, $1.95, D. $2.75. 


EX ABC RECORDING 
TAPES TOP BRANDS 


‘a’ x 2400’ ON 10¥2’° REELS 


$3.95 
P&P A. 60c, B. 85c, C. $1, D. 


SOLENOIDS 
Plunger Type 12V 300MA 
electric camera control, 
trains, radio. etc. 

$2.50 P & P 20c. 
200 MA 24 voit, 'sin push movement. 

$2.50 P & P 20c. 


ZOOM FOCUSING 
MICROSCOPE 


Battery and mirror illuminated 900x 
Magnification. Complete with 
dissecting kit slides etc. 


P&P A. $1.45, B. $1.60, 
C. $1.75, D.$1.85. $25.95 


TEN CHANNELS 
VHF TRANSCEIVER 
Types TR 1934 100-125 MHz and TR1935 
125-150 MHz. 28 volt OC operated AM 
single crystal locks both TX and RX on 
same channel complete with 


generator. $25 95 


RECORDING TAPES 
TOP QUALITY, BRANDNEW 


3’" x 150’ STECS 5. dis 15 
34" x 600’ i , eee |) 
5’' x 900° 2.20 . 5 
5‘’ x 1800’ 3.99 «6... 2 
7°'x 1200° 3.25 oie 
7’' x 2400’ $00 «6 . 55 
7" x 3600’ 6.99 - 2. 55 


CASSETTE TAPES 
C460 $9c c90 $1.7§C120 $1.95 
P & P 20c. 


Crystal Earphone 75c 


$1.10, 


Suit 
miniature 


P & P 20c 


Cassette head cleaners $1 50 P & P 20c, 


POCKET MULTIMETER 


Volts A.C. and D.C. 15 to 1000 volts (3 
Scales) Current D.C. 150 M.A. 
Resistance 1000 K Ohms Only $8.95 
P&P 55c. 


SMALL DYNAMIC 


MICROPHONES 
On Stands Freq. Resp. 60-9500 Hz. 
Imp. 600-50 K Ohms. Size 114‘’ x 21/2" 
Only $§.95 pap 55c. 


BYER 77 Mk. 1 


Rack Mounting Tape Recorder ex 
A.B.C. 7'2.15 ips. Full track tested 


$150 
Marconi Video Oscillator type TF 885A 
0.12 MHz. $75. 


A.W.A. SIG GENERATOR 
UHF 140.300 MHz $65.00 


TRANSPONDER APX6 
with Lighthouse Tubes. Can be con 
verted to 1200 MHz. $47, 


Deitch Bros. 


70 OXFORD STREET, SYDNEY 2010 


SORRY, NO C.O.0. 


Marketplace 


FOR SALE 


GUITAR amp speaker cabinets. New. 3 styles to suit 
1/15 inch, 2 / 15 inch, 4 / 12 inch. Covered black 
vinyl. Sell below cost. Box 5, PO Canterbury 3126. 


HALLICRAFTERS HT 37 SSB transmitter, excellent 
performer, $200. VK6ES, 842, Canning Hwy. 6153. 


TAUT BAND Multimeter 34 ranges 20,000 oh- 
ms/volts AC and DC current to 3 amps. 4 
resistance ranges, i 
$24.50 plus tax. 
Scientific Eqpt 
Melbourne 3001. 


BARGAIN. Original Quad MK2 amp with pre amp 
$80. Quad FM Tuner $40 or both $100. Whitfield, 8 
Sutton Ave, Seacombe Gardens, SA 5047. Phone 
96 1033. 


TAPE RECORDER, Stellaphone, older model, 17 x 
15 x 7 with sundry tapes. DICTAPHONE, Grundig, 
Stenorette L with typists equipment. ADDING 
MACHINE, Contex. Best offer 95-3113. 


SPECIALS this month: PM 140 four-channel amp 
hardware. Case $9 teak cover $10 extra. Brushed 
aluminium front panel $5. 4 heat sinks $2.60, PC 
boards $7.80. Post and pack case and / or cover 
$1, others 15c. Complete kit as above $32 ($22 
without TC) post paid. Electronics kit POA. PM 
136: Case $7, teak cover $7 extra. PC boards 
$4.50. Heat sinks $1.30. Hand brushed front panel 
$2.50. Post and pack as above complete kit $15, 
post paid. DUNMARK ELECTRONICS & CO, PO 
Box 72 Booval, Qid 4304. 


Co P/L, Box 241E, GPO 


DISPLAY ADVERTS in MARKET- 
PLACE are sold by the centimetre 
from a minimum of 3 cms. to a 
maximum of 12 cms. Rate $5 per cm 
per insertion, subject to continuity 
discounts. : 

CLASSIFIED RATES $1.00 per line 
per insertion payable in advance. 
Minimum two lines. A convenient 
form is provided in each issue. 
CLOSING DATE is five weeks prior to 
the on-sale date. Issues are on-sale 
the first Monday of each month. 
ADDRESS all classified orders, copy, 
enquiries, etc. to: The Advertising 
Manager, ELECTRONICS Australia, 
Box 162 Beaconsfield, 2014. 


HEWLETT PACKARD Sig. gen model 614AR Freq. 
800-2100MHZ $200. Also coaxial variable attenua- 
tors model 394A Freq. range 1 to 2 GHZ. VK6PK, 
Box 348 Carnarvon 6701. 


DERRITRON Radio Tuner, 6 stage AM, Bandspread, 
powered. Cost $81, almost unused, $20 ONO. 
Mayner, 37 Esplanade, Torquay, Oid 4657. 


SUPER BARGAIN PACKS at incredible prices — 
RESISTORS 5%, 10%, %W, 1W, ideal for servi: 
ing, VHF, or hobbyist — 100 for $1 (top quality). 
POLY ESTERCAPS. top quality 160V,270V, 400V, 
10% tol in a range of values — 100 for $3.50. 
POTS: dual, single, switch and tab pots (no rubbish) 
—10 for $2.50. CERAMIC DISC CAPS mixed — 
50 for. $1 (miniature). ELECTROLYTIC CAPS 
mixed — 25 for $2. TANTALUM CAPS: All 
miniature, mixed — 20 for $2 (no junk). ZENER 
DIODES: Mixed 1W types — 10 for $5. Mixed 10W 
types — 10 for $8. SWITCHES: Including rotary, 
toggle and push button switches — 10 for $6 (value 
at least $12) TAG STRIPS: Mixed — 50 for $2. 
TRIMMERS: (12-120pF) — 10 for $1. COILS: 
miniature RF, osc, IF coils — 10 for $2. HURRY! 
HURRY! Stocks cannot last. Post and pack 20c or 
extra for heavy parcels. MICRONICS, P.O. Box 
175, Randwick, N.S.W., 2031. 


C.D.I. SYSTEMS TRANSFORMERS 
& CONVERTERS 


6 & 12 volt negative and positive polarities 

transformer only $6 including tax, P&P 50c 

extra. Converter less transistors only $10 in- 

cluding tax, P&P 50c extra. 

F. MIHAI —48 Chapel Rd, Moorabbin, Vic. 
3189. Tel. 95 4839. 


LIL 


Do not start to build yourself an 
organ without first finding out about 
the superb SCHOBER (USA) 
assemble-it yourself kits. Inquiries to 
Schober Organs (Aust), 124 Living- 
stone Ave., Pymble, NSW, 2073. 
(Mail only please.) 


ELECTRONICS ee 


Australia 


Guarantee yourself a complete set of issues for your 


library with no copies missing. 
POST THIS COUPON TO: 


Subscription Department, ELECTRONICS Australia, 


Box 139, Beaconsfield, 2014. 


Address 


* Enclosed is $ 


Subscription Rates 


Australia 
New Guinea 


A$8.50 per year 


New Zealand 
A$9.00 per year 


Elsewhere 
A$10.00 per year 
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E.T.I. 4600 MUSIC 
SYNTHESISER 


VOLTAGE 
CONTROL 
OSCILLATOR 
SECTIONS (V.C.O.) 


Complete kit of parts including 
cmos only $45.00 each 


KEYBOARD 
CONTROLLER 


Complete kit of parts including 
cmos only $80.00 


FIVE CHANNEL 
MIXER SECTION 


Complete kit of parts only 
$44.00 


POWER SUPPLY 
SECTION 


Complete kit of parts only 


$51.00 
NOISE 
GENERATION 
AND CONTROL 
SECTION 


Complete kit of parts including 
cmos only $25.50. 


PACK AND POST: Please add 
50c for one section or $1.00 for 
two or more sections 


jaycar 


PTY. LTD. 
ELECTRONIC COMPONENTS 


405 SUSSEX STREET 
SYDNEY 2000 
P.O. BOX K39, HAY MARKET 


211-5077 211-5077 


107 


ACOS 


REPLACEMENT LONG LIFE CARTRIDGES 


Acos 90 Series — a family of pick-up cartridges 
covering all the main types needed today, each 
fitted with Diamond Stylus at no extra cost. 


GP91-1 MONO CRYSTAL Stereo Compatible $6.95 


GP91-2 HIGH OUTPUT MONO CRYSTAL 


Stereo Compatible 
GP92 
GP93 STEREO CRYSTAL 
GP94-1 STEREO CERAMIC 


GP94-5 STEREO CERAMIC FOR TRANSISTOR 


AMPLIFERS 


MONO CERAMIC Stereo Compatible $7.55 


All cartridges 
fitted with 
DIAMOND STYLUS 
at no extra cost 


Microphone Inserts 


Mic 43-3 


A Rochelle Salt (crystal) microphone insert in a die- 
cast case with expanded aluminium grille. 


Dimensions 


Output at 1KHz 
Response .. 
Capacitance 
Ideal Load 


PRICE $5.55 


43-66mm diameter 
8-73mm deep 

52dB ref. 1V/dyne/cm 
30-7,000Hz 

800 picofarads 

5 megohms 


TECHNICAL DATA SHEETS SENT FREE ON REQUEST 


Sole Australian Agents 


AMPLION (A’ASIA) PTY. LTD. 


AMPLIFIERS 
for public address or guitar 


A complete public address or guitar amplifier kit 
based on the 009, 018, 015 and 016 modules. 
Complete with all parts required including wire, 
plugs, sockets, screws, spacers, anodised silk- 
screened front panel, and even some solder. All 
input channels have independent bass and treble 
controls and a choice of either low or high im- 
pedance microphones, guitar pick-up or high level 
inputs. 

There is very little wiring, just connect the 
modules and power supply. Full, easy to follow, 
wiring and layout details supplied with every kit. 


FOUR VERSIONS AVAILABLE: 


1. 2 input channels, 50 watts RMS output 


$169.00. 

2. 4 input RMS _ output 

$194.30. 

3. 2 input channels, 100 watts RMS output 
94.80 


channels, 50 watts 


channels, 100 watts RMS output 


tax). 


31 Majors Bay Rd., Concord, 
Sydney, NSW. Phone 73 1227 


FERGUSON 


Manufacturers of: 
Flectrical / electronic 
equipment, wound 
components and 
lighting control 
equipment. 


BRANCHES 
IN 
ALL STATES 


Ferguson Transformers 
Pty Ltd. 


Head Office 
331 High Street, Chatswood 
NSW AUSTRALIA 2067 


PO Box 301 Chatswood, 
NSW 2067 


Phone: 02-407-0261 


OTHER AUDITEC MODULES: 


001: 32 watt Hi-Fi Power Amp. Module. 32 
watts RMS into 8 ohms at less than 0.1% THD. 
Response 20Hz-80KHz + 1db. Input 1 volt into 
100K $19.15 + 27%% s/tax. 
001D: 001 with Integral Power Supply 
Diodes. $19.95 + 27%% s/tax. 

002: Comprehensive High-Quality Preamp. 
module. Inputs: Magnetic, ceramic, tuner, aux, 
tape. Outputs tape recording 100mvV before tone 
controls, 1 volt main output. THD less than 0.1%. 
response 14Hz —100KHz + 1dB. $15.25 + 
27% % s/ tax. 

1005 IC Wide bandwidth Hi-Fi Tuner. AM 
broadcast band, on sub-chassis, ready to mount 
into any amplifier illuminated dial scale. Response 
cut off before 10KHz to prevent wide-band noise 
pickup $29.95 + 27%% s/ tax. 

009: 100 watt Power Amplifier Module. 125 
watts RMS into 5 ohms, 110 watts into 4 ohms at 
less than 0.2 % THD. Response 10Hz —30KHz + 
1dB. Input 600mV, 100K. Fully short-circuit and 
overload proof!! $52.50 + 15% s/ tax. 

013, 014: Siren Modules. Conventional and 
European (Hee-Haw) with manual or automatic 
operation. $9.55 + 15% s/ tax. 


015: Microphone/ Guitar Pickup Pream- 
plifier. Complete with bass, treble, volume 
controls mounted on printed board, fits against 
front panel with absolute minimum of wiring. 
Inputs low Z MIC O0.5mV, pickup 100mV, 
guitar / high Z MIC 5mV. Outputs 25mvV / 10K 
tor mixing and 1v / 10K for driving power amps 
directly. $12.90 + 15% s/ tax. 


Please send full details (without obligation) of: 
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[_] Public address / Guitar Amplifier Kits. 


001,002, ()1005 [009,18 (J013,4 (1015.6 
L)017 [)020,1,2 [J023 [9024 (025028. 


Address 


EA/1/74 | 
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016: Active Mixer Module. Mixes up to 6 015’s 
or 020's and drives any Auditec power amplifier 
$7.95 + 15% s/ tax. 

018: 50 watt Power Amplifier Module. 60 
watts RMS into 4 ohms, same performance 
characteristics as 009. $31.95 + 15% s/tax. 
020: Microphone/ Guitar/ Pickup Pream- 
plifier. Designed for small or large economical 
mixers. Takes any microphone, guitar pickup or 
high level input and drives 016 mixer. Bass cut 
link included for paging systems. $6.70 + 15% 
s / tax. 

021: $7.60 + 
s / tax. 

025: Stereo Magnetic Equalising Preamp. 
RIAA + 1dB. Outputs 1v and 25mV, adjustable. 
Inputs 2mV / 47k. Max signal handling 170mV 
ENI—125dBm. $15.90 + s/ tax. 

028: Stereo 20 watt Power Amplifier. 20 watts 
RMS max per channel at 0.1% THD. Self- 
contained with power Supply and heatsink (not 
transformer). $35.90 + 2% s/ tax. 

1009: Complete Rack Mounting 100 watt 
Amplifier. Highly reliable rack mounting 100 
watt RMS power amplifier based on 009 module. 
$99.00 + 15% s/tax. 

1001 / 2: Complete Stereo amplifier. Kit based 
on 001, 002 and 1005 modules. $115.00. With 
tuner $144.50 + 27%% s/ tax. 

Panels for 015 Modules. Anodised,  silk- 
screened, for single 015 module $3.25, for double 
015 module $3.85 (+ 15% s/ tax). 


15% s/tax, 022, $7.95 + 15% 


All modules are complete and tested, and are 
ready to wire into your system. Chassis and 
auxiliary components are available at trade prices. 
All modules are fully Australian-made and are 
guaranteed for 12 months. Order by cash, cheque 
or C.0.D. for immediate delivery of all modules 
and components. 


Now available from all Kit-sets Aust 
Branches, or send details to: 
AUDITEC AUSTRALIA 


P.O. BOX 228, HORNSBY 
N.S.W. 2077. ‘Phone 47 4166 


MARKETPLACE Cont. 


SPECIAL OFFER. 2N3055 $1.30, OC25 90c. 
1N4003 diodes 12c, 4T Tape Heads $3 pr. Un- 
tested Sil NPN Trans 25 at $1. Surtran, Box 317 
GPO Sydney 2001. 


COMPONENTS: Beyond the needs of our 
Manufacturing Division. Write to Electronic Con- 
sultants & Mfrs, Box 309, Hawthorn, Vic. 3122, for 


free price list. 


ELECTRONICS, back copies from 1964. Ring Ivanfy 
666 9841, Ext. 37A. 


NEW SUPER BARGAIN SPECIALS FROM 
MICRONICS!!! BC108 -10 for $2.90, BC109 -10 
for $3, BC109C -10 for $4, BC179-55c, AS157 
(BC157)-55c, 2N3638A-60c, AC126-55c, AC127- 
60c, AD161 / 162 Matched Pair — $2.40, 2SB411 
(40440)-$1.50 ea, AS205-$1 ea, 2N1305-10 for 
$4.50, EM402-10 for $1.90. INTEGRATED 
CIRCUITS: Audio amplifiers PA234, 1W RMS 
audio amp, supply 9 to 22V, output 8, 16 or 22 oh- 
ms — only $1.95 (incl. circuit diagram). TAA621, 
4W RMS audio amp, supply 9 to 22V output 8 or 
16 ohms — only $4.50 (incl. circuit diagram). 
ZENER DIODES (ITT): ZG series (400mW) 1, 2.7, 
4.7, 6.2, 10, 15, 18, 27 volts — 35c ea or 10 for 
$3.20. ELECTROLYTICS: Top Quality pigtails, 
10uF / 160V, 4uF /300V, 100uF /6V — 10 for 
$1.20, 50uF /12V, 47uF/10V — 10 for 70c. 
Single ended can type 600uF /65V-50c ea. 
POLYESTER CAPS: Top brand 10%, 160V — .00 
012, .015, .018, .033, .039, .056, .068 — 10 for 
50c, .12, .15, .18, .22 —10 for 70c, .27, .39, .47, 
56, .68, 82 — 10 for $1. CERAMICS: .001uF, 
.0027uF (500V), 22pF — 20 for 30c. COPPER 
CLAD BOARDS: (6” x 3”) 10 for $1.50. FERRIC 
CHLORIDE ETCHANT (Solid) 100 grm bag = 
40c. TUNING CONDENSERS (radio) 2 gang-$2, 
3 gang-$3. Bank of 2PB switches push on / off — 
50c, toggle switches 250v 3A DPST — 50c, slide 
switches (18 pin) —50c, micro switches 250v 10A 
— $1 ea. 


WANTED 
522 TRANSCEIVER — wanted to correspond 


with anyone owning one — also remote control 
assembly wanted to buy. J. Macklin, PO Box 312, 
Atherton, Qid. 4883. 


SERVICE 


BILL TURNBULL offers you 
service on Hi Fidelity equipment 
tape Recorders, Communication 
Receivers and Electronic Test 
Equipment. 


All work guaranteed 


BILL TURNBULL 


11 ELLALONG ROAD, 
CREMORNE, N.S.W. 90 4825 


HITACHI CASSETTE TAPES 


Have a difference you can see. 

HITACHI'S unique convenience devices not 
only help improve performance but also help 
your ultradynamic and low noise tapes run 
accurately. 


SPECIALS 
Low Noise 
C30 $1.20 
C60 $1.45 
C90 $1.90 
C120 $2.45 


10% discount on orders of a dozen or more 


EVERLUX CO. 
BOX 201, GPO LIDCOMBE 2141 


Ultradynamic 
UDC60 $2.20 
UDC90 $2.80 
UDC120 $3.80 


SERVICE 


CONVOY INTERNATIONAL OFFERS 
SERVICE ON ALL HI-FI EQUIPMENT 
AT SYDNEY'S LOWEST PRICES 
FREE PARKING 
Special tape recorder adjustment, our 
technicians can adjust your tape recorder so 
that it gives super performance on the brand of 
tape you use. You will be amazed at the im 
provement in performance for such a small 
charge. 


PTY/LTD 


CNR. PLUNKETT & MACLEAN STS, 
WOOLLOOMOOLOO — 367 2444 OPEN 
THURS NIGHTS & SATURDAY. 


SELONIC SOUND 


CASSETTE PLAYBACK 
PREAMPLIFIER 


KIT. As described in E.A. Nov. ‘73. 
No Power Supply $14.99. 


MAGNETIC CARTRIDGE 
PREAMPLIFIER 


KIT. As described in E.A. Nov. ‘73 
No Power Supply $14.99 


Mail Service Only — Post Incl. 
P.O. Box 236 
RIVERWOOD, NSW 2210 


built models. 


tenths of seconds if required. 


Locked to mains frequency. 


existing equipment. 
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DIGEEC the time computer 


NOW you can buy this factory built digital clock with a 
two year warranty at a price competitive with home 


Stop clock or Time of Day Clock. 

Fully solid state with LSI MOS logic. 

Seven segment planar neon displays gives easy viewing from 30 
feet even in a fluorescent lit room. 

Models available to display time in hours, minutes and seconds and 


Press buttons for start, stop, reset and time setting. 


Switchable from 12 to 24 hour systems. 
Table, Wall or Flush mounting means you can mount the DIGEEC in 


Remote control available for easy timing of events. 
Size 146mm x 70mm x 93mm with 15mm display digits. 


ENQUIRE FROM THE SOLE SUPPLIERS 


AUSTRALIAN TIME EQUIPMENT PTY LTD 


192 PRINCES HIGHWAY, ARNCLIFFE 2205 
PHONE 59 0291. 


ALSO AVAILABLE FROM OUR INTERSTATE AGENTS 


The 

AUSTRALIAN TAPE 
RECORDING SOCIETY 
offers members .. . 


TAPE and 
CASSETTE LIBRARY 


also: 

e MAGAZINE — “THE 
MICROPHONE” 

e TAPESPONDENCE 
and ROUND ROBINS 

e RECORDED 
PROGRAMMES FOR 
MEMBERS 

e SALES DIVISION 

e TECHNICAL 
ASSISTANCE & 
MEETINGS 

Membership only $5.00 yearly. 


Write now for details and 
Catalogue, 


A.T.R.S. Enquiries, 
Box 130, P.O., 
HORNSBY, NSW 2077 
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ELECTRONIC COMPONENT SPECIALISTS, 
F [ FE C af R 0 \ IK [ U FE 420-422 NEW CANTERBURY RD, DULWICH HILL, 
NSW 2203. 56-6388, 560-8266. 


THIS MONTH'S SPECIALS. Please add 30c extra for post and pack. 


Edge Electrix 


25 Burwood Rd, Burwood 2134 


Phone: 747-2931 
Specialists in Electronic 


AC128 1.10  2N3053 1.00 EM404 .28 NT3101A (T.V. 
Components and spare parts. AC187 / 188 2.20  2N3054 1.60 V413 1.00 L/O/P) 6.00 
piety tee aan 2N3055 1.50 AY8149 1.80 NT3102 (T.V. 
: 2N3638 40 AyY9149 1.80 L/O/P) 5.90 
SPECIALS FOR JANUARY Seed po 2N3638A 50 AY8171 1.60 (Post onL/O/P 50c) 
30 MPF102 90 AY9171 1.60 100uF/350v 
act | eke RE 
Ean eenapaent Gate $1.59 BC177 46 MPF104 1.05 ASZ16 3.45 % WATT 
C120 Lib hawtlourneiael  A2ee BC178 44  ~=MPF105 90 ASZ17 3.40 RESISTORS 04 
Library box \low noise) . . $2! BC179 46  MPF106 90 2N301 2.60 % WATT 
c90 Library box (low noise) ona Se BD139 / 140 3.40 BA102 ‘55 ©. 2N301A 3.20 RESISTORS 04 
C60 Library box (low noise) . . . $1.59 BF115 60 OA90 36 1S2 158 1 WATT 
G120 Library box Chromium D13T1 1.20 OA91 35 6AL3 1.66 RESISTORS .07 
DidKide 5 sn5 < Dees Say ceedas $4.32 TT800 1.00 OA95 40 6BL8 1.60 C60 CAS- 
C90 Library box Chromium TT801 95 OA202 48 6BM8 1.70 SETTES .99 
PiGMde cc cn cea ae cee $3.68 2N2160 3.20 1N4148 23. 6CM5 2.30 C90 CAS- 


C60 Library box Chromium 2N2646 1.50 


ADD 25c POSTING FEE 


PLESSEY — ROLA SERRE 


C6MR/892/1592 SALON INTERNATIONAL DES 


PUBLI-SERVICE 


C60/BQ/15QQ eee eee eee $11.09 
CBO/BSYIGSE. saw egme ees $12.43 
CIOO/EQM SS. > eavbamwae $13.26 
C3GXISQUISQ. a aeaes em $4.67 2 = 
X30/8Q/1520 is eee $8.50 GaN ? & 
C6LX/BQ/15Q i... $6.37 Y 
c60x/89Q15Q inxs... $12.62 / i 
C8MX deluxe/8Q/15Q ....... $8.95 
Sepeatl’s so a feed eres $13.57 
€100X/89/15922 i 14.68 
ADD 50c POSTING FEE PARIS 1-6 /4/ 74 


12U50/8Q/15Q............ $36.00 
ADD $1.50 POSTING FEE 


CATALOGUE AVAILABLE AT 
70c INCLUDING POST 


COMPONENTS - MEASURING 
MATERIALS - EQUIPMENT 


Organisation SD.S.A 


CRYSTALS FAST DELIVERIES 


OF ALL YOUR REQUIREMENTS 
D Type 1 to 110MHz, J Type 5 to 110MHz, K Type 5 to 110MHz From $5.00 


- 14, rue de Presles 75740 Paris Cedex 15 


“QXFORD” 


RADIO CHASSIS 
INSTRUMENT CASES 
ENGRAVED & PRINTED PANELS 
“MINI BOXES” (Aluminium) 
Speaker Cases 
Rack & Panels (To Order) 
Stainless Steel Work (To Order) 

o Wardrope and Carroll 


Fabrications Pty. Ltd. 


Box330 Caringbah 2229 
Phone 525 5222. 


PROTECTOR 


ALARM SYSTEMS 
SALES SERVICE INSTALLATION 
Alarm Modules, Electronic Eyes, 
Photo Sensitive Cells, Radar, 
Gas/ Heat/ Smoke Sensors, Sirens, 


Write for free comprehensive price list 
FOR THE PAST 36 YEARS 


BRIGHT STAR CRYSTALS 


Have been preferred by leading Manufacturers throughout the country for — 
ACCURACY e STABILITY e ACTIVITY e OUTPUT 
Consult us for Crystals for any Mobile Radio . All types available. 
DISCOUNT FOR QUANTITY ORDERS 
AMATEUR AIRCRAFT and ULTRASONIC CRYSTALS also AVAILABLE 


Our modern factory equipment allows us to offer you 
PROMPT DELIVERY for all your CRYSTAL requirements. 


DEVOTED EXCLUSIVELY TO THE MANUFACTURE OF 
PIEZO ELECTRIC CRYSTALS 


Contractors to Federal and State Government Departments 
Representatives Australia and New Zealand: Messrs. Carrell & Carrel Box 2102, Auckland. 


W. J- MONCRIEF PTY LTD. 

176 Wittenoom St, East Perth 6000. 
Phone 25 5722, 25 5902. 

PO Box 6057, Hay St, East. 


FRED HOE & SONS PLL. 

246 Evans Road, Salisbury North, 
Brisbane, Queensland. 

Phone 47 4311. 


ROGERS ELECTRONICS 
PO Box 3 

Modbury Nth SA. 
Phone 64 3296 


PARIS RADIO ELECTRONICS 
7a Burton Street, 
Darlinghurst, NSW. 

Phone 31 3273. 


BRIGHT STAR CRYSTALS PTY LTD 


LOT 6 EILEEN ROAD, CLAYTON, VICTORIA. 546 5076 
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Bells, Pressure Mats, Door Monitors, 
Car/ Caravan/Home/ Office Hold- 
Up Factory Alarms, Key Switches, 
Reed Switches, Relays, Shock 


Recorders, Aluminium Tape. You 
Name It, We Have It. 
Send 21c In Stamps For Catalogue. 


SHOWROOMS 
119.121 Pittwater Rd., Manly 
Phone 977 6433 (3 lines) 
ADDRESS ALL MAIL TO 
R.C. PROTECTOR ALARM SYSTEMS 
Box 226 P.O. Brookvale, 
N.S.W. 2100. 


De De I DCI I I OI CI IIE IE HE PHONE 51-3845 


VN 51-7008 
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STEREO RECORD 
CHANGERS 


C129 — C141 — C142 —C142A3 


136 VICTORIA RD., MARRICKVILLE NSW 2204 


SONATA NS-1600D 


PHILIPS 


Model AD 0160 T8 1° Dome Tweeter, 
$8.95 P&P 50c. 


MUSICOLOUR II 


MAGNAVOX WIDE RANGE 
TWIN-CONE SPEAKERS 


All silicon solid-state Hi-Fi Stereo Am- 


As per EA Dec ‘71, Jan ‘72. Complete kit 


- HM: -16,000Hz 
plifier. 10 watts RMS per channel. Each ae on a RMS a0:16 yes of parts $49.50 
channel has separate Bass Treble con-| gwr MK516W RMS $10.75 | Fully constructed $59.50 
trols. Inputs for magnetic or ceramic] jowR MK516W RMS $11.50 Pack & Post .75¢ 


cartridge, crystal mic, radio, tape — 
tape out, stereo headphones, 8-16 ohms. 
Instruction booklet, circuit supplied. 
Timber cabinet. Dimensions 1412" x 8’’ x 
4” 

$67.50 plus freight $2.50. 


PC Board ONLY $3.25 
SPECIFIED TRANSFORMER 
ONLY $4.35 


12WR MKS 16W RMS $12.50 
Pack and Post 65c. 


CAR STEREO CASSETTE 
TAPE PLAYER 


3 watts per CH freq. response 50-10,000 
Hz sig to noise 40dB. Wow and flutter 


GUITAR AND ORGAN 
SPEAKERS 


Pioneer 15’’ 20-7500 Hz Res 45 Hz 30 


Deluxe model with 12in turntable, Cue- 
ing device, ceramic cartridge, diamond 


EX-DISPOSALS 


stylus $40.00} RADIO EQUIPMENT TO WATTS RMS $33.00 | 0.25.% WRMS 12 volts neg earth. Com. 
Deluxe model as above with an adjust- CLEAR AT BARGAIN Rola 12’ 12U50 20-11000 Hz Res 45 Hz 50 | plete with speakers size 50mm H. 152mm 


able counter balance, 2 spindles, cali- 
brated stylus pressure control added 

$46.50 
Deluxe model as above with 12in Diecast 
heavyweight turntable, 4-pole shielded 
motor, suitable for Magnetic cartridge 

$56.50 
The latter two record changers can be 
supplied with magnetic cartridge and 
diamond stylus at $10 extra. 


WATTS RMS $35.00 
Rola 12’ 12UX50 20-13500 Hz Res 45 Hz 50 
WATTS RMS $40.00 
Indicate imp. required with order, 8 or 15 
ohms. 


W. 175mm D 
Top quality assured $83.95. P&P 90c. 


PRICES. 


522 TXRX 100-150mcs $17.50 
TR 1934 TXRX 100-125 mcs $12.50 
3’’ Indicator Receiver Unit type APN — 
93API Cro-plus 33 useful valves $15.00 
Multi strand PVC covered cable, 7 core, 
per yd 15 
14 core, per yd 35 


CAR CARTRIDGE 
STEREO PLAYER 


Separate controls. Complete with 
speakers. 12v $59.95, P&P 90c. 


NEW TRANSISTORS 


Twin shielder PVC, fabric cover, per 10 | 2N441 4FOR i 
yds .90 | 2N174 2FOR $3.40 
B Single core shielded cable per 10 yds .75 | AD149 4FOR $3.00 5 240V AC—6V DC 
JEMCO MULTI-TESTERS 12 volt solenoid relay, 4 change over, 10 peel 4FOR gay 
All models have meter overload protec- | 2mp contacts $1.50 10FOR 5 ET 
tion and are shockproof. Each is com. | 3’ flush mt. panel meter, 0-50MA. $2.00 oc44 10FOR $1.35 CASS TE TAPE 


3’°S meter 0-1MA $2.75 

Mini battery operated motors 112-3 volts. 

Each -50 

Box of 10 $3.50 

New 2'2’' square clear plastic panel 

meters 0-12VDC, and 0-24VDC. "$2.50 

50V AC 50Hz 3”’ Selsyn motors $2.50 

APX-6 Transponder $15.95 

ARC-52 metre Transmitters $18.95 

Colvern, 100k 10 watt W. W 1% pots $3.50 
Oil filled capacitors 

8 uf 600 V DC $1.85 

15uf 1000 V DC $4.50 

10uf 1500 V DC $4.50 
25 uf 440 V AC $5.50 
Ex RAAF 4’ spirit filled compass $3.50: 
3F P73’ CRO tube suit SSTV $9.00 
AVO 8, new replacement meter move- 

ments (Few only) $19.95 
25UA-0-25UA Centre zero 3’’ panel 
meters $12.95 
English Pameko power transformer 
240V AC 50 Hz Prim. 525 CT 225 MA 6.3- 
8A 2x6.3 1A 2x6.3 2A $12.50 
Matching 250 MA 5H Choke $2.50 


RECORDER 


2 track mono, tape speed 4.75 CM S. 
Power output 500MW, freq. response 150- 
7500 cps. DC BIAS, DC erasure complete 
with mic. Batteries, tape, top quality 
reproduction $45.95, P&P 75c. 


plete with test leads, battery, instruction 
booklet with circuit. Large easy to read 
scales. 


MODEL TH-12 “JEMTESTER” 
Features the new slide function switch. 
20,000 opv. Specs. 
OC volts 6 ranges 0-.25/2.5/10 /50 
250 1000 V. AC volts 4 ranges 0- 
10. 50 250 1000V. DC current 3 ranges 
0-50UA 25. 250MA. 
Resistance range 1 .5-5K Centre 25 ohms. 
Range X 10 5 ohm-30K Centre 250 ohms. 
Range X 100 50 ohm-300K centre 2.5K. 
Range X1K 500 ohm-3 Meg Centre 25K. 
Decibels -20+22, -6.+36/ +20+50 B. 


$13.95 P&P NSW. 70c Interstate 90c. 


MODEL MT-6TR 
Sensitivity 20,000 ohms per volt DC; 5,000 
ohms per volt AC. DC volts 6 ranges 0- 
250mMV ° 1/10 50.’ 250.’ 1000V. AC volts 
5 ranges 0-10. 50,’ 250. 500‘ 1000V. DC 
current 4 ranges 0-50UA~ 2.5, 25.250 
MA. Resistance 0-5 Meg. 

Ranges Rx1K Rx100 Rx10) Rx1 
Centre 50K 5K 500 50 


ul 60UA  600UA _ 6MA 60MA 
Decibels -20 to +36 dB 2 ranges. 
$19.90. P&P 85c NSW. 95c Interstate. 


MODEL MT-316 
Sensitivity 20,000 onms per voit DC. 5,000 


ASSORTED % WATT 
RESISTORS 


10 OHMS TO 10 MEGOHMS 
$1.75 per 100 pack P&P 35¢ 
$3.30 per 200 pack P&P 55¢ 


SPECIALS 


Sato K 5410 Aluminium knobs 4 SAA 
(Normal price 65c each) 6 for $2.50 
Mini Slide switch, 2 position, 6 pole. 3 for 
$1.00 
Mini 1000hm WW P-C Board pots. 
10 for $1.90 
Standard 7 pin valve sockets. 10 for .70 
Noval valve socket. Suit shield. 10 for 
$1.00 
1 MH RF Chokey. 12 for $1.00 
.47 UF 200V Poly caps. (Small tubular) 
12 for $1.75 
UCC Interference suppression caps 
250VAC SOCPS. 7 for $2.00 


CAR SPEAKERS 


4or 8 OHMS. Suitable for radio cassette 
or cartridge $7.75 each, $12.50 pair. P&P 
75¢. 


MAGNAVOX 8/30 SYSTEM 
TEAK OR WALNUT 


SPEAKER SALE 


ALL NEW AND GUARANTEED 


ohms per volt AC. DC volts 5 ranges 0- SIZE IMP WATTS FREQ 
10 50 250 500 1000V. AC volts 5 5% 3!" 33 3 170- 8000 Hz $2.90 
ranges 0-10 50 250 500. 1500V. DC tS 33 4)2 105- 6500 Hz $3.00 
current 3 ranges 0-504A 25 500MA. 5° TWIN 33 4)2 105-14000 Hz $3.45 
Resistance range 1 0-50K Centre 500 6! se a 33 5l2 105- 6500 Hz $3.60 
ohms. Range 2 0-.5 meg Centre 5K ohms. 6" x 4° TWIN 3.5 S'2 105-14000 Hz $3.80 
Range 3 0-5 meg Centre, 50K ohms. Tre SE 68 6 105-10000 Hz $4.00 
Decibels .-.20 to +36dB 2 ranges. Fe eS” 27 512 105-10000 Hz $4.00 
$15.30 P&P NSW 85c, Interstate 95c. 1.6 cft complete $58.00 ea. 6WR MKIV 33 6 30-15000 Hz $6.95 
8.30 Speaker $16.50 ea. 6” 2.7 6 80- 6500 Hz $4.65 
SOLDERING IRON 3TC $3.40ea..) 6” 8 6 80. 6500 Hz $5.55 
5 ‘ 1 Fully built cabinet $32.00 ea. 6" 15 6 80- 6500 Hz $5.55 
240V AC 30 watts, lightweight 2202, | Cabinet kit $22.00ea. | 6° TWIN 8 7 35-13000 Hz $6.55 
heating time 1.8 mins. $7.75 6 TWIN 15 . 35.13000 Hz $6.55 
8’ TWIN 8 n 30-14000 Hz $7.95 
MULLARD MAGNAVOX 8’ TWIN 27 aR] 30-14000 Hz $6.75 
STEREO RECORD BOOKSHELF SYSTEM 8” TWIN 33 9 3513000 Hz $6.55 
8’ TWIN 8.15 9 7 Hz $7.45 
PLAYER TEAK OR WALNUT 8WR MKIV 33 8 30-15000 Hz $7.95 


240V AC — 4 speeds, ceramic cartridge, 
separate motor, 7in turntable, pickup 
arm and rest. Post 50c $7.90 


6WR MKS5.3TC 8 or 16 ohms 15'2 x 8'2 xX 
8! 2 complete $31.50 ea. 
Cabinet only $13.90 ea. 


PACK AND POST NSW 45¢; 
INTERSTATE 65c. 
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Reader Information Service 


Here is a convenient and easy way for you to get additional in- 
formation about products or services advertised in this issue. Just 
fill out the coupon stating the information you require, cut out the 
coupon and post to: 


Reader Information Service, ELECTRONICS AUSTRALIA, 
Box 157, Beaconsfield 2014. 


Note: Please list only one advertiser and product per coupon. 


Post to: ELECTRONICS AUSTRALIA, 
Box 157, Beaconsfield 2014 


Advertiser 
Product 


Page 


Your Name 
Address 
Postcode 


Position & Company ; 174 


Post to: ELECTRONICS AUSTRALIA, 
Box 157, Beaconsfield 2014 


Advertiser Page 
Product 
Your Name 
Address 
Postcode 


Position & Company . : : 174 


To the Advertising Manager, ELECTRONICS Australia, Box 162, 
Beaconsfield 2014. 


@ Please insert the following advertisement in the 
@ Tick the classification required 


O FOR SALE QO WANTED O READER SERVICE 


POSITIONS 


Please write in block letters with ink or ball-point pen. Number of insertions 


Signed 


Residential Address 


State 


@ | enclose P. Note Cheque for $ being full payment for 


lines at $1.00 per line 
(minimum 2 lines) 


WAZ ELECTRONICS Australia, January, 1974 


Index to Advertisers 


ACE Radio 
Adcola Products Pty Ltd 
Amalgamated Wireless (A‘sia) Ltd 


Amalgamated Wireless Valve Co Pty Ltd 


Amatil-Hallmark 

Amplion (A‘sia) Pty Ltd 

Apollo Hi-Fi Centre 

Auditec Australia 

Auriema (A’sia) Pty Ltd 
Australian General Electric Pty Ltd 
Australian Musical Industries Pty Ltd 
Australian Tape Recording Soc 
Bleakley Gray Corporation 

Bright Star Crystals Pty Ltd 

BJD Electronics 

John Carr Pty Ltd 

Circards 

Classic Radio Service 

Collier McMillan 

Convoy International Pty Ltd 
Deitch Bros 

Dick Smith 

ED & E (Sales) Pty Ltd 

Edge Electrix 

Electron Tube Distributors 
Electrovalve 

Everlux 

Ferguson Transformers Pty Ltd 
Genac Pty Ltd 

General Electronic Services 

Haco Distributing Agencies Pty Ltd 
Ham Radio Suppliers 

Instrol Hi Fi Centre 

International Correspondence Schools 
Jacoby Kempthorne Pty Ltd 
Jacoby Mitchell & CoPty Ltd 
Jervis Australia 

Kitsets Australia Pty Ltd 

Kitparts Ltd 

Laser Electronics 

O. T. Lempriere & Co Ltd 
Manufacturers Special Products Pty Ltd 
Marconi School of Wireless 

McGills Newsagency Pty Ltd 
Melody School of Music 

Natsound 

Parameters 

Philips Industries Ltd (Elcoma) 
Plessey Ducon Pty Ltd 

Pre Pak Electronics 

Peter Shalley 

Radio Despatch Service 

Radio House Pty Ltd 

R.C. Protector Alarms 

RCS Radio Pty Ltd 

Recorded Music Salon 

Sato Parts CoLtd 

Schober Organ (Australia) 
Selsound 

Scientific Electronics Pty Ltd 
SDSA 

Sideband Electronics 

Sonab 

Stotts Tech Correspondence College 
Sulco 

Technical Book & Magazine Co Pty Ltd 
Tecnico Electronics 

Termac (Selonic Sound) 

Time Equipment of Australia 

Bill Turnbull 

United Trade Sales Pty Ltd 
Wardrope & Carroll 

Weston Electronics Pty Ltd 

Willis Trading Co 

Wireless Institute of Australia (NSW) 
Wonder Wool Pty Ltd 

Zephyr Products Pty Ltd 
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And to assure you of the smoothest possible tape travel, 
we designed a new tape drive mechanism. 
Our A-450 is the only cassette deck we know of that 
even allows for full mic-line mixing capabilities. 
Reel-to-reel supremacy has been challenged by 
the A-4S0. 
Yet over the years, TEAC has continually 
developed a quality line of cassette decks, 
Both our A-350 and A-250 feature 
the Dolby System. Because even on 
these decks, we knew that you 
should hear tapes only one way. 
Perfectly. They also feature those 
sophisticated Ferrite Heads. 
The A-350 and A-250 are great. But our 
challenger is the A-450. 
Remember. It’s a cassette. But if you didn’t see it, 
you'd swear you were listening to a reel-to-reel deck. 


But reel-to-reel quality is what you'll enjoy 
from TEAC’s new A4SO cassette deck 

We call it the “Challenger.” And we 
challenge you to tell the difference 
between it and reel-to-reel. 

We’ve perfected our new deck to the 
point of keeping wow and flutter below 
0.07%. — ie 

We even improved what you can expect == 
from the Dolby* Noise Reduction System. 

Of course, we built the well-known F 
Dolby into our A450 to eliminate tape hiss  ¥ 5” 
and noise. 

But we also put the system on the monitoring 
circuit. So you can copy Dolby cassette tapes and 
record FM Dolby broadcasts with de-coded monitoring. 

Our best cassette deck deserves our best heads. Which 
is why you get wear-free High Density Ferrite Heads. 


SO 


‘3 


A-350 


AUSTRALIAN DISTRIBUTORS: Australian Musical Industries P / L, 155 
Gladstone St, Sth Melbourne Vic. 3205. Phone: 69-5888 619 Pacific 
H'way, St. Leonards, NSW 2065. Phone: 439 6966 — Arena Distributors, 
273 Hay St, East Perth 6000. Phone: 25 9993 — South Aust, Truscott 
Electronics Pty Ltd, Hindmarsh Square, Adelaide 5000. Phone: 23- 
3024. OCEANIC DISTRIBUTORS: New Zealand: Direct Imports (NZ) 

The si ti Ltd, 590W Southampton Street, Hastings. Phone: 89 184 — Fiji: D. Jeevan 

The sound of perfection & Sons, 87 Cumming Street, (GPO Box 148), Suva. Phone: 22710 — New 
Guinea: Paul Mow & Co, Box 449, Lae. Phone: 2953. 


Why thoughtful 
penne SE king 
Hallmark 


DROWARSS: 


Hallmark Dual Filter 
Worth thinking about 


Hallmark aren't like 
conventional cigarettes. 
It’s the filter system 

that makes them different. 
There are two filters; 

one for smoothness, 

the other for mildness. 
So the smoke is 

more refined. But the 
good tobacco flavour 
still comes through. 

Give some thought to 
Hallmark. They’re worth 
thinking about. 


WH1015 E.A.F.P. 


